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QUARTERLY  SAMPLING  REPORT  FOR 
PAFB  FT-002  GROUNDWATER  TREATMENT  FACILITY 
OPERATIONAL  QUARTER 
JANUARY-MARCH  1994 

1.  INTRODUCTION 

Pursuant  to  reporting  obligations  under  Contract  No.  F30636-91-C0154  (EA  Project 
No.  60343.04),  EA  hereby  submits  five  copies  of  the  Quarterly  Sampling  Report  for  the 
operational  quarter  January-March  1994.  This  report  contains  raw  laboratory  data  from  the 
quarterly  sampling  event  conducted  on  31  January  1994  (Appendix  A).  Also  presented  are 
results  from  ambient  air  and  air  stripper  exhaust  sampling  (AS-05-03,  AS-07-03)  conducted 
2  March  1994  (Appendix  B).  Surface  water  (Weapons  Storage  Area  [WSA]  stream) 
analytical  results  (SW-08-02)  and  spent  granular  activated  carbon  (AC- 11 -02)  analyses 
conducted  on  31  March  1994  are  presented  in  Appendix  C. 

2.  SAMPLE  DATA  AND  DISCUSSION 

Aqueous  samples  were  obtained  on  31  January  1994  for  the  following  treatment  facility 
sample  locations:  combined  raw  water  influent  (GW-01),  clarifier  effluent  (TW-02),  air 
stripper  effluent  (TW-03),  mid-bed  carbon  (TW-04),  and  final  treated  water  effluent 
(TW-06).  Complete  raw  data  packages  and  chain-of-custody  forms  are  included  in 
Appendix  A.  Samples  were  obtained  and  analyzed  in  accordance  with  the  March  1993 
Interim  Sampling  and  Analysis  Plan. 
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The  metals  clarifier  unit  is  removing  iron  at  an  efficiency  in  excess  of  94  percent  based  on 
an  average  influent  level  of  12  mg/L  and  an  average  clarifier  effluent  level  of  0.68  mg/L. 
The  average  final  effluent  level  was  0.21  mg/L  for  an  overall  removal  efficiency  in  excess 
of  98  percent. 

The  shallow  tray  air  stripper  unit  is  removing  volatile  organics  (601/602  series)  at  an 
efficiency  in  excess  of  99  percent  based  on  an  average  influent  level  of  8.97  mg/L  and  an 
average  stripper  effluent  level  of  0.45  mg/L.  The  carbon  filtering  beds  further  reduce 
volatile  concentrations  to  undetectable  levels.  Overall  removal  efficiency  for  volatile 
compounds  exceeded  99  percent.  Please  note  this  averaging  method  only  includes  positive 
detections. 

The  treatment  plant  performance  data  for  8270  series  (semi-volatile  compounds)  indicates  an 
overall  plant  removal  to  undetectable  levels  based  upon  a  combined  loading  of  37.0  ^g/ml. 
Series  8270  compounds  were  not  detected  at  either  the  TW-04  or  TW-06  locations. 

In  accordance  with  the  Interim  Sampling  and  Analysis  Plan,  aqueous  samples  were  collected 
in  the  WSA  stream  and  analyzed  for  volatiles  (EPA  601/602),  semi-volatiles  (EPA  8270), 
and  total  metals.  Results  of  this  analysis  are  presented  in  Appendix  C.  The  WSA  stream 
samples,  identifiable  as  SW-08-02,  were  collected  on  31  March  1994  (Sampling  Event  No. 
24).  Sampling  of  this  media  was  delayed  until  early  spring  due  to  ice  cover  at  the  WSA 
stream  location. 
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Ambient  air  samples  were  collected  on  2  March  1994  from  the  air  stripper  exhaust 
(AS-05-03),  and  100  ft  outside  and  upwind  of  the  treatment  building.  Sampled  air  was 
drawn  through  multicomponent  sorbent  traps  (Tenax  and  Carbon).  Placement  of  sampling 
devices  was  in  accordance  with  the  Interim  Sampling  and  Analysis  Plan.  Sample  pumping 
rates  were  established  at  0.01  liter/minute  and  held  continuously  for  7  hours,  yielding  a 
sample  volume  of  4.2  L.  A  laboratory  supplied  trip  blank  accompanied  the  ambient  air 
samples  (TB-AS-03).  Laboratory  analysis  was  accomplished  in  accordance  with  EPA 
Method  TO-1  from  the  EPA  600/4-84-041  compendium. 
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Appendix  A 


Raw  Data  Package  for  Quarterly 
Sampling  Event  No.  20 
(Operational  Period  January-March  1994) 


ATLANTIC  TESTING  LABORATORIES,  Limited 


P.O.  Box  399 
48  LaGrasse  Street 
Waddington,  NY  13694 
Phone:  (315)  388-4452 
Fax:  (315)  388-5510 


March  3,  1994 


P.O.  Box  29 
Canton-Potsdam  Road 
Canton,  NY  13617 
Phone:  (315)  386-4578 
Fax:  (315)  386-1012 


EA  Engineering,  Science  and  Technology 
The  Maple  Building 
3  Washington  Center 
Newburgh,  New  York  12550 


Attn.:  John  Carnright 

Re:  Misc.  Sampling  and  Analysis 

ATL  Project  Number:  ELVT5012A-03-94 
ATL  Sample  Numbers:  94-0460  through  94-0464 


Dear  Mr.  Carnright: 

Enclosed  are  the  analytical  reports  for  the  samples  submitted  by  Paul  VanLinder  to  Atlantic  Testing 
Laboratories,  Limited  on  January  31,  1994. 

Please  feel  free  to  contact  our  office  if  we  may  be  of  any  further  assistance. 


Sincerely, 


'  James  P.  Smith.  Ph.  D. 
Environmental  Laboratory  Manager 
NYSDOIl-ELAP  Number  10819 


JPS/sal 

Enclosure 


ENVIRONMENTAL  LABORATORY  SERVICES  •  ENVIRONMENTAL  CONSULTING  SERVICES 


ATL-ENVIRONMENTAL  LABORATORIES 


ATL  REPORT  NO.:  VT5012-02-94 

CLIENT  NAME:  EA  Engineering,  Science  and  Technology 


ATL  Accession 

Number 

Client's  ID 

of  Sample 

Parameter 

Result 

Date 

Analyzed 

94-0460 

GW-01-20 

Total  Phenols 

0.037  mg/L 

02/15/94 

Total  Dissolved  Solids 

384  mg/L 

02/04/94 

Total  Suspended  Solids 

4  mg/L 

02/02/94 

94-0461 

TW-02-20 

Total  Phenols 

0.040  mg/L 

02/15/94 

Total  Dissolved  Soilds 

483  mg/L 

02/04/94 

Total  Suspended  Soilds 

12  mg/L 

02/02/94 

94-0464 

TW-06-20 

Total  Phenols 

<0.005  mg/L 

02/15/94 

Total  Dissolved  Solids 

452  mg/L 

02/04/94 

Total  Suspended  Solids 

<1  mg/L 

02/02/94 

DISCLAIMER:  AH  sampling  services  and  analytical  procedures  are  performed  in  accordance  with  recognized  analytical  methodologies.  The  lull 
extent  of  any  and  all  liability  for  actual  and  consequential  damages  for  the  services  performed  shall  be  limited  to  reperformance  or  cost  of  said 
work.  ATL  is  not  liable  for  data  interpretation  by  others. 


A TL-ENVIRONMENTAL  LABORATORIES 


ATL  PROJECT  NO.:  VT5012-02-94 

CLIENT:  EA  Engineering,  Science  and  Technology 


ATL  Accession 

Number 

Client's  ID 

of  Sample 

Parameter 

Result 

(mg/L) 

Date 

Analyzed 

94-0460 

GW-01-20 

Total  Aluminum 

02/10/94 

Total  Antimony 

02/10/94 

Total  Arsenic 

0.006 

02/03/94 

Total  Barium 

<0.2 

02/03/94 

Total  Beryllium 

<0.0005 

02/08/94 

Total  Cadmium 

<0.0005 

02/03/94 

Total  Calcium 

71 

02/08/94 

Total  Chromium 

<0.01  * 

02/09/94 

Total  Cobalt 

<0.005 

02/10/94 

Total  Copper 

<0.02 

02/03/94 

Total  Iron 

12 

02/03/94 

Total  Lead 

02/08/94 

Total  Magnesium 

17 

02/08/94 

Total  Manganese 

0.38 

02/10/94 

Total  Mercury 

<0.0002 

02/04/94 

Total  Nickel 

<0.04 

02/14/94 

Total  Potassium 

<5 

02/14/94 

Total  Selenium 

<0.005 

02/08/94 

Total  Silver 

<0.0005 

02/15/94 

Total  Sodium 

39 

02/14/94 

Total  Thallium 

<0.005 

02/10/94 

Total  Vanadium 

<0.01 

02/15/94 

Total  Zinc 

<0.02 

02/02/94 

*  Detection  limit  raised  due  to  matrix  interference. 


APPROVED  BY: 
NYSDOH-EL//P  NO.  10819 


DATE  -./Yjhr.  3 


DISCLAIMER:  AU  sampling  services  and  analytical  procedures  are  performed  in  accordance  with  recognized  analytical  methodologies.  The  full  extent  of  any  and  all  liability  for  actual  and 
consequential  damages  for  the  services  performed  shall  be  limited  to  reperformance  or  cost  of  said  work.  ATL  is  not  liable  for  data  interpretation  by  others. 


A TL-ENVIRONMENTAL  LABORATORIES 


ATL  PROJECT  NO.:  VT5012-02-94 

CLIENT:  EA  Engineering,  Science  and  Technology 


ATL  Accession 

Number 

Client's  ID 

of  Sample 

Parameter 

Result 

(mg/L) 

Date 

Analyzed 

94-0461 

TW-02-20 

Total  Aluminum 

02/10/94 

Total  Antimony 

02/10/94 

Total  Arsenic 

<0.005 

02/03/94 

Total  Barium 

<0.2 

02/03/94 

Total  Beryllium 

<0.0005 

02/08/94 

Total  Cadmium 

<0.0005 

02/03/94 

Total  Calcium 

13 

02/08/94 

Total  Chromium 

<0.005 

02/07/94 

Total  Cobalt 

<0.005 

02/10/94 

Total  Copper 

<0.02 

02/03/94 

Total  Iron 

0.68 

02/03/94 

Total  Lead 

0.004 

02/08/94 

Total  Magnesium 

13 

02/08/94 

Total  Manganese 

0.12 

02/10/94 

Total  Mercury 

<0.0002 

02/04/94 

Total  Nickel 

<0.04 

02/14/94 

Total  Potassium 

<5 

02/14/94 

Total  Selenium 

<0.005 

02/08/94 

Total  Silver 

<0.0005 

02/15/94 

Total  Sodium 

161 

02/14/94 

Total  Thallium 

<0.005 

02/10/94 

Total  Vanadium 

<0.01 

02/15/94 

Total  Zinc 

0.025 

02/02/94 

DATE:.  Afcr  3  9  4 


DISCLAIMER:  All  sampling  services  and  analytical  procedures  are  performed  in  accordance  with  recognized  analytical  methodologies.  The  full  extent  of  any  and  all  liability  for  actual  and 
consequential  damages  for  the  services  performed  shall  be  limited  to  reperformance  or  cost  of  said  work.  ATL  is  not  liable  for  data  interpretation  by  others. 


ATL-ENVIRONMENTAL  LABORATORIES 


ATL  PROJECT  NO.:  VT5012-02-94 

CLIENT:  EA  Engineering,  Science  and  Technology 

EPA  602  Results 


Date  Analyzed:  02/04/94 


ATL  Accession 
Number 

Client's  ED 
of  Sample 

Parameter 

■mm 

[  94-0460 

GW-01-20 

Benzene 

210 

Toluene 

940 

Ethylbenzene 

410 

p-Xylene 

1420  * 

Chlorobenzene 

<50 

ra-Xylene 

* 

o-Xylene 

360 

1 ,4-Di  chlorobenzene 

<50 

1 ,3-Dichlorobenzene 

<50 

1 .2-Dichlorobenzene 

<50 

*  These  compounds  co-elute.  The  reported  value  may  reflect  the  concentration  of  either  of  the  components,  or  a  combination  of  both. 


DATE:  /M  3 


DISCLAIMER:  All  sampling  services  and  analytical  procedures  are  performed  in  accordance  with  recognized  analytical  methodologies.  The  full 
extent  of  any  and  all  liability  for  actual  and  consequential  damages  for  the  services  performed  shall  be  limited  to  reperformance  or  cost  of  said 
work.  ATL  is  not  liable  for  data  interpretation  by  others. 


ATL-ENVIRONMENTAL  LABORATORIES 


ATL  PROJECT  NO.:  VT5012 

CLIENT:  EA  Engineering,  Science  and  Technology 

EPA  602  Results 


Date  Analyzed:  02/07/94 


ATL  Accession 
Number 

Client's  ID 
of  Sample 

Parameter 

1 

1  Imfl  1 

94-0462 

TW-03-20 

Benzene 

2.2 

Toluene 

4.9 

Ethylbenzene 

3.3 

p-Xylene 

8.6  * 

Chlorobenzene 

<0.5 

m-Xylene 

* 

o-Xylene 

4.8 

1 ,4-Dichlorobenzene 

<0.5 

1 ,3-Dichlorobenzene 

<0.5 

1 ,2-Dichlorobenzene 

<0.5 

MTBE 

<0.5 

*  These  compounds  co-elute.  The  reported  value  may  reflect  the  concentration  of  either  of  the  components,  or  a  combination  of  both. 


DATE:  Mgg  3  ^ 


DISCLAIMER:  All  sampling  services  and  analytical  procedures  are  performed  in  accordance  with  recognized  analytical  methodologies.  The  full 
extent  of  any  and  all  liability  for  actual  and  consequential  damages  for  the  services  performed  shall  be  limited  to  reperformance  or  cost  of  said 
work.  ATL  is  not  liable  for  data  interpretation  by  others. 


ATL-ENVIRONMENTAL  LABORATORIES 


Report  Number:  VT5012-02-94 

Client  Name:  EA  Engineering,  Science  and  Technology 

ATL  Accession  Number:  94-0460 

Client  Sample  ID:  GW-01-20 

EPA  601  Results 


Date  Analyzed:  02/04/94 


Result 

Result 

Compound 

(ug/L) 

Compound 

(ug/L) 

Chloromethane 

<50 

1 ,2-Dichloropropane 

<50 

Bromomethane 

<50 

cis- 1 ,3-Dichloropropene 

<50 

Dichlorodifluoromethane 

<50 

Trichloroethene 

1270 

Vinyl  Chloride 

<50 

Dibromochloromethane 

<50 

Chloroethane 

<50 

1,1,2-Trichloroethane 

<50 

Methylene  Chloride 

<50 

trans- 1 ,3-Dichloropropene 

<50 

Trichlorofluoromethane 

<50 

2-Chloroethylvinyl  ether 

<50 

1,1-Dichloroethene 

<50 

Bromoform 

<50 

1,1-Dichloroethane 

<50 

1 , 1 ,2,2-Tetrachloroethane 

<50 

trans- 1 ,2-Dichloroethene 

<50 

Tetrachloroethene 

<50 

Chloroform 

<50 

Chlorobenzene 

<50 

1,2-Dichloroethane 

<50 

1 ,3-Dichlorobenzene 

<50 

1,1, 1-Trichloroethane 

<50 

1 ,2-Dichlorobenzene 

<50 

Carbon  Tetrachloride 

<50 

1 ,4-Dichlorobenzene 

<50 

Bromodichloromethane 

<50 

cis- 1 ,2-Dichloroethene 

4360 

DATE:  Alar  3j 


DISCLAIMER:  All  sampling  services  and  analytical  procedures  are  performed  in  accordance  with  recognized  analytical  methodologies.  The  full  extent  of  any  and  all 
liability  for  actual  and  consequential  damages  for  the  services  performed  shall  be  limited  to  reperformance  or  cost  of  said  work.  ATL  is  not  liable  for  data  interpretation 
by  others. 


ATL-ENVIRONMENTAL  LABORATORIES 


ATL  PROJECT  NO.:  VT5012-02-94 

CLIENT:  EA  Engineering,  Science  and  Technology 

EPA  602  Results 


Date  Analyzed:  02/04/94 


ATL  Accession 
Number 

Client's  ID 
of  Sample 

Parameter 

1 

1 

94-0463 

TW-04-20 

Benzene 

<0.5 

Toluene 

<0.5 

Ethylbenzene 

<0.5 

p-Xylene 

<0.5 

Chlorobenzene 

<0.5 

m-Xylene 

<0.5 

o-Xylene 

<0.5 

1 ,4-Dichlorobenzene 

<0.5 

1 ,3-Dichlorobenzene 

<0.5 

i 

1 ,2-Dichlorobenzene 

<0.5 

MTBE 

<0.5 

DISCLAIMER:  All  sampling  services  and  analytical  procedures  are  performed  in  accordance  with  recognized  analytical  methodologies.  The  full 
extent  of  any  and  all  liability  for  actual  and  consequential  damages  for  the  services  performed  shall  be  limited  to  reperformance  or  cost  of  said 
work.  ATL  is  not  liable  for  data  interpretation  by  others. 


ATL-ENVIRONMENTAL  LABORATORIES 


Report  Number:  VT5012-02-94 

Client  Name:  EA  Engineering,  Science  and  Technology 
ATL  Accession  Number:  94-0462 
Client  Sample  ID:  TW-03-20 
EPA  601  Results 


Date  Analyzed: 


Result 

Result 

Compound 

(ug/L) 

Compound 

(ug/L) 

Chloromethane 

<0.5 

1 ,2-Dichloropropane 

<0.5 

Bromomethane 

<0.5 

cis- 1 ,3-Dichloropropene 

<0.5 

Dichlorodifluoromethane 

<0.5 

Trichloroethene 

7.4 

Vinyl  Chloride 

<0.5 

Dibromochloromethane 

<0.5 

Chloroethane 

<0.5 

1 , 1 ,2-Trichloroethane 

<0.5 

Methylene  Chloride 

<0.5 

trans- 1 ,3-Dichloropropene 

<0.5 

Trichlorofluoromethane 

<0.5 

2-Chloroethylvinyl  ether 

<0.5 

1,1-Dichloroethene 

<0.5 

Bromoform 

<0.5 

1,1-Dichloroethane 

<0.5 

1 , 1 ,2,2-Tetrachloroethane 

<0.5 

trans- 1 ,2-Dichloroethene 

<0.5 

Tetrachloroethene 

<0.5 

Chloroform 

<0.5 

Chlorobenzene 

<0.5 

1 ,2-Dichloroethane 

<0.5 

1 ,3-Dichlorobenzene 

<0.5 

1 , 1 , 1-Trichloroethane 

<0.5 

1 ,2-Dichlorobenzene 

<0.5 

Carbon  Tetrachloride 

<0.5 

1 ,4-Dichlorobenzene 

<0.5 

Bromodichloromethane 

<0.5 

cis- 1 ,2-Dichloroethene 

14.1 

DATE:  Mt>r  3 


DISCLAIMER:  All  sampling  services  and  analytical  procedures  are  performed  in  accordance  with  recognized  analytical  methodologies.  The  full  extent  of  any  and  all 
liability  for  actual  and  consequential  damages  for  the  services  performed  shall  be  limited  to  reperformance  or  cost  of  said  work.  ATL  is  not  liable  for  data  interpretation 
by  others. 


ATL-ENVIRONMENTAL  LABORATORIES 


Report  Number:  VT5012-02-94 

Client  Name:  EA  Engineering,  Science  and  Technology 
ATL  Accession  Number:  94-0463 
Client  Sample  ID:  TW-04-20 
EPA  601  Results 


Date  Analyzed:  02/04/94 


Result 

Result 

Compound 

(ug/L) 

Compound 

(ug/L) 

Chloromethane 

<0.5 

1 ,2-Dichloropropane 

<0.5 

Bromomethane 

<0.5 

cis- 1 ,3-Dichloropropene 

<0.5 

Dichlorodifluoromethane 

<0.5 

Trichloroethene 

<0.5 

Vinyl  Chloride 

<0.5 

Dibromochloromethane 

<0.5 

Chloroethane 

<0.5 

1 , 1 ,2-Trichloroethane 

<0.5 

Methylene  Chloride 

<0.5 

trans-1 ,3-Dichloropropene 

<0.5 

Trichloiofluoromethane 

<0.5 

2-Chloroethylvinyl  ether 

<0.5 

1 , 1 -Dichloroethene 

<0.5 

Bromoform 

<0.5 

1,1-Dichloroethane 

<0.5 

1 , 1 ,2,2-Tetrachloroethane 

<0.5 

trans- 1 ,2-Dichloroethene 

<0.5 

Tetrachloroethene 

<0.5 

Chloroform 

<0.5 

Chlorobenzene 

<0.5 

1 ,2-Dichloroethane 

<0.5 

1 ,3-Dichlorobenzene 

<0.5 

1,1,1  -Trichloroethane 

<0.5 

1 ,2-Dichlorobenzene 

<0.5 

Carbon  Tetrachloride 

<0.5 

1 ,4-Dichlorobenzene 

<0.5 

Bromodi  chloromethane 

<0.5 

cis- 1 ,2-Dichloroethene 

<0.5 

DATE: 


DISCLAIMER;  All  sampling  services  and  analytical  procedures  are  performed  in  accordance  with  recognized  analytical  methodologies.  The  full  extent  of  any  and  all 
liability  for  actual  and  consequential  damages  for  the  services  performed  shall  be  limited  to  reperformance  or  cost  of  said  work.  ATL  is  not  liable  for  data  interpretation 
by  others. 


A TL-ENVIRONMENTAL  LABORATORIES 


ATL  PROJECT  NO.:  VT5012-02-94 

CLIENT:  EA  Engineering,  Science  and  Technology 


ATL  Accession 

Number 

Client's  ID 

of  Sample 

Parameter 

Result 

(mg/L) 

Date 

Analyzed 

94-0464 

TW-06-20 

Total  Aluminum 

<0.2 

02/10/94 

Total  Antimony 

<0.005 

02/10/94 

Total  Arsenic 

<0.005 

02/03/94 

Total  Barium 

<0.2 

02/03/94 

Total  Beryllium 

<0.0005 

02/08/94 

Total  Cadmium 

<0.0005 

02/03/94 

Total  Calcium 

7.6 

02/08/94 

Total  Chromium 

<0.005 

02/07/94 

Total  Cobalt 

<0.005 

02/10/94 

Total  Copper 

<0.02 

02/03/94 

Total  Iron 

0.21 

02/03/94 

Total  Lead 

<0.003 

02/08/94 

Total  Magnesium 

10 

02/08/94 

Total  Manganese 

<0.02 

02/10/94 

Total  Mercury 

<0.0002 

02/04/94 

Total  Nickel 

<0.04 

02/14/94 

Total  Potassium 

<5 

02/14/94 

Total  Selenium 

<0.005 

02/08/94 

Total  Silver 

<0.0005 

02/15/94 

Total  Sodium 

147 

02/14/94 

Total  Thallium 

<0.005 

02/10/94 

Total  Vanadium 

<0.01 

02/15/94 

Total  Zinc 

0.025 

02/02/94 

DISCLAIMER:  All  sampling  services  and  analytical  procedures  are  performed  in  accordance  with  recognized  analytical  methodologies.  The  fall  extent  of  any  and  all  liability  for  actual  and 
consequential  damages  for  the  services  performed  shall  be  limited  to  reperformance  or  cost  of  said  work.  ATL  is  not  liable  for  data  interpretation  by  others. 


ATL-ENVIRONMENTAL  LABORATORIES 


ATL  PROJECT  NO.:  VT5012-02-94 

CLIENT:  EA  Engineering,  Science  and  Technology 

EPA  602  Results 


Date  Analyzed:  02/04/94 


ATL  Accession 
Number 

Client's  ID 
of  Sample 

Parameter 

'KM 

WamsMm 

94-0464 

TW-06-20 

Benzene 

<0.5 

Toluene 

<0.5 

Ethylbenzene 

<0.5 

p-Xylene 

<0.5 

Chlorobenzene 

<0.5 

m-Xylene 

<0.5 

o-Xylene 

<0.5 

1 ,4-Dichlorobenzene 

<0.5 

1 ,3-Dichlorobenzene 

<0.5 

1 ,2-Dichlorobenzene 

<0.5 

MTBE 

<0.5 

DATE:  MlC'  ?  C?¥ 


DISCLAIMER:  All  sampling  services  and  analytical  procedures  are  performed  in  accordance  with  recognized  analytical  methodologies.  The  full 
extent  of  any  and  all  liability  for  actual  and  consequential  damages  for  the  services  performed  shall  be  limited  to  reperformance  or  cost  of  said 
work.  ATL  is  not  liable  for  data  interpretation  by  others. 


ATL-ENVIRONMENTAL  LABORATORIES 


Report  Number:  VT5012-02-94 

Client  Name:  EA  Engineering,  Science  and  Technology 

ATL  Accession  Number:  94-0464 

Client  Sample  ID:  TW-06-20 

EPA  601  Results 


Date  Analyzed:  02/04/94 


Compound 

Result 

(ug/L) 

Compound 

Result 

(ug/L) 

Chloromethane 

<0.5 

1 ,2-Dichloropropane 

<0.5 

Bromomethane 

<0.5 

cis- 1 ,3-Dichloropropene 

<0.5 

Dichlorodifluoromethane 

<0.5 

Trichloroethene 

<0.5 

Vinyl  Chloride 

<0.5 

Dibromochloromethane 

<0.5 

Chloroethane 

<0.5 

1 , 1 ,2-Trichloroethane 

<0.5 

Methylene  Chloride 

<0.5 

trans- 1 ,3-Dichloropropene 

<0.5 

Trichlorofluoromethane 

<0.5 

2-Chloroethylvinyl  ether 

<0.5 

1,1-Dichloroethene 

<0.5 

Bromoform 

<0.5 

1,1-Dichloroethane 

<0.5 

1 , 1 ,2,2-Tetrachloroethane 

<0.5 

trans- 1 ,2-Dichloroethene 

<0.5 

Tetrachloroethene 

<0.5 

Chloroform 

<0.5 

Chlorobenzene 

<0.5 

1,2-Dichloroethane 

<0.5 

1 ,3-Dichlorobenzene 

<0.5 

1 , 1 , 1-Trichloroethane 

<0.5 

1 ,2-Dichlorobenzene 

<0.5 

Cartoon  Tetrachloride 

<0.5 

1 ,4-Dichlorobenzene 

<0.5 

Bromodichloromethane 

<0.5 

cis- 1 ,2-Dichloroethene 

<0.5 

DATE:  A ky  3 


DISCLAIMER:  All  sampling  services  and  analytical  procedures  are  performed  in  accordance  with  recognized  analytical  methodologies.  The  full  extent  of  any  and  all 
liability  for  actual  and  consequential  damages  for  the  services  performed  shall  be  limited  to  reperformance  or  cost  of  said  work.  ATL  is  not  liable  for  data  interpretation 
by  others. 
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A  full  service  analytical  research  laboratory  offering  solutions  to  environmental  concerns 

314  North  Pearl  Street  •  Albany,  New  York  12207  •  518  434-4546  •  Fax:  518  434-0891 


CLIENT:  Atlantic  Testing  Laboratory  Date  Sampled:  02/07/94 

CLIENT'S  SAMPLE  ID:  94-0460  Date  sample  received:  02/09/94 


AES  sample  If:  940209  101 

Samples  taken  by: 
MATRIX:  water 

Client 

Location:  None- 
grab 

-Given 

PARAMETER  PERFORMED 

METHOD 

RESULT 

UNITS 

NOTEBK  REF 

TEST  DATE 

Phenol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Bis ( 2-Chloroethyl ) ether 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2-Chlorophenol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

1,3  Dichlorobenzene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

1,4  Dichlorobenzene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Benzyl  Alcohol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

1,2  Dichlorobenzene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2-Methylphenol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Bis ( 2-Chloroisopropyl ) ether 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

4-Methylphenol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

N-Nitrosodi-n-propylamine 

EPA-8270 

<5 

ug/1 

BC-AQ-50 

02/15/94 

Hexachloroethane 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Nitrobenzene 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

Isophorone 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2-Nitrophenol 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

2,4  Dimethyl phenol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Benzoic  Acid 

EPA-8270 

<25 

ug/1 

BC-AO-50 

02/15/94 

Bis ( 2-Chloroethoxy  )methane 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

2,4  Dichlorophenol 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

1,2,4  Trichlorobenzene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

A  full  service  analytical  research  laboratory  offering  solutions  to  environmental  concerns 

314  North  Pearl  Street  •  Albany,  New  \ork  12207  •  518  434-454 6  •  Fax:  518  434-0891 


CLIENT:  Atlantic  Testing  Laboratory  Date  Sampled:  02/07/94 

CLIENT'S  SAMPLE  ID:  94-0460  Date  sample  received:  02/09/94 

AES  sanple  #•  940209  101  Sanples  taken  by:  Client  Location:  None-Given 

v  ‘  MATRIX:  water  grab 


continued: 

PARAMETER  PERFORMED 

METHOD 

Naphthalene 

EPA-8270 

4-Chloroaniline 

EPA-8270 

Hexachlorobutadiene 

EPA-8270 

4-Chloro-3-methylphenol 

EPA-8270 

2-Methylnapthalene 

EPA-8270 

Hexachlor ocyclopentad iene 

EPA-8270 

2,4,6  Trichlorophenol 

EPA-8270 

2, 4, 5-Trichlorophenol 

EPA-8270 

2-Chloronaphthalene 

EPA-8270 

2-Nitroaniline 

EPA-8270 

Anthracene 

EPA-8270 

Dimethyl  phthalate 

EPA-8270 

Acenaphthylene 

EPA-8270 

3-Nitroaniline 

EPA-8270 

Acenaphthene 

EPA-8270 

2,4  Dinitrophenol 

EPA-8270 

4-Nitrophenol 

EPA-8270 

Dibenzofuran 

EPA-8270 

2,4  Dinitrotoluene 

EPA-8270 

2,6  Dinitrotoluene 

EPA-8270 

RESULT 

UNITS 

NOTEBK  REF 

TEST  DATE 

21 

ug/1 

BC-AO-50 

02/15/94 

<5 

ug/1 

BC-AO-50 

02/15/94 

<5 

ug/1 

BC-AO-50 

02/15/94 

<5 

ug/1 

BC-AO-50 

02/15/94 

<5 

ug/1 

BC-AO-50 

02/15/94 

<5 

ug/1 

BC-AO-50 

02/15/94 

<5 

ug/1 

BC-AO-50 

02/15/94 

<25 

ug/1 

BC-AO-50 

02/15/94 

<5 

ug/1 

BC-AO-50 

02/15/94 

<25 

ug/1 

BC-AO-50 

02/15/94 

<5 

ug/1 

BC-AD-50 

02/15/94 

<5 

ug/1 

BC-AO-50 

02/15/94 

<5 

ug/1 

BC-AO-50 

02/15/94 

<25 

ug/1 

BC-AO-50 

02/15/94 

<5 

ug/1 

BC-AO-50 

02/15/94 

<25 

ug/1 

BC-AD-50 

02/15/94 

<25 

ug/1 

BC-AD-50 

02/15/94 

<5 

ug/1 

BC-AD-50 

02/15/94 

<5 

ug/1 

BC-AD-50 

02/15/94 

<5 

ug/1 

BC-AD-50 

02/15/94 

Adirondack 

Environmental  Services.  Inc: 


A  full  service  analytical  research  laboratory  offering  solutions  to  environmental  concerns 

314  North  Pearl  Street  •  Albany,  New  York  12207  •  518  434-4546  •  Fax:  518  434-0891 


CLIENT:  Atlantic  Testing  Laboratory 
CLIENT'S  SAMPLE  ID:  94-0460 

AES  sample  #:  940209  101  Samples  taken  by: 

MATRIX:  water 


continued: 


Date  Sampled:  02/07/94 

Date  sample  received:  02/09/94 
Client  Location:  None-Given 

grab 


PARAMETER  PERFORMED 

METHOD 

RESULT 

UNITS 

NOTEBK  REF 

TEST  DATE 

Diethyl  phthalate 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

4-Chlorophenylphenyl  ether 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Fluorene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

4-Nitroaniline 

EPA-8270 

<25 

ug/1 

BC-AQ-50 

02/15/94 

2 , Methyl -4,6-dini t r opheno 1 

EPA-8270 

<25 

ug/1 

BC-AO-50 

02/15/94 

N-N  i  tr  osod  imethylamine 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

4-Bromophenylphenyl  ether 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Hexach lor obenzene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Pentachlorophenol 

EPA-8270 

<25 

ug/1 

BC-AO-50 

02/15/94 

Phenanthrene 

EPA-8270 

<5 

ug/1 

BC-AQ-50 

02/15/94 

Di-n-butyl  phthalate 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Fluoranthene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Pyrene 

EPA-8270 

<5 

ug/1 

BC-AQ-50 

02/15/94 

Butyl  benzyl  phthalate 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

3,3' -Dichlorobenzidine 

EPA-8270 

<10 

ug/1 

BC-AQ-50 

02/15/94 

Benzo ( a ) anthracene 

EPA-8270 

<5 

ug/1 

BC-AQ-50 

02/15/94 

Bis ( 2-Ethylhexyl ) phthalate 

EPA-8270 

<5 

ug/1 

BC-AQ-50 

02/15/94 

Chrysene 

EPA-8270 

<5 

ug/1 

BC-AQ-50 

02/15/94 

Di-n-octyl  phthalate 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Benzo ( b ) fluoranthene 

EPA-8270 

<5 

ug/1 

BC-AQ-50 

02/15/94 

Page  4 


Adirondack 

Environmental  Services.  Inc. 


A  full  service  analytical  research  laboratory  offering  solutions  to  environmental  concerns 

314  North  Pearl  Street  •  Albany,  New  York  12207  •  318  434-45 46  •  Fax:  518  434-0891 


CLIENT:  Atlantic  Testing  Laboratory  Date  Sampled:  02/07/94 

CLIENT'S  SAMPLE  ID:  94-0460  Date  sample  received:  02/09/94 


AES  sample  #:  940209  101 

Samples  taken  by: 
MATRIX:  water 

Client 

Locat i on :  None -Given 
grab 

continued: 

PARAMETER  PERFORMED 

METHOD 

RESULT 

UNITS 

NOTEBK  REF 

TEST  DATE 

Benzo ( k ) fluoranthene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Benzo(a) pyrene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Indeno (1,2, 3-cd ) pyrene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Dibenzo ( a, h ) anthracene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Benzo ( g, h, i ) perylene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

N-Nitrosodimethylamine 

ERA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Aniline 

EPA-8270 

<10 

ug/1 

BC-AO-50 

02/15/94 

Page  5 


A  full  service  analytical  research  laboratory  offering  solutions  to  environmental  concerns 

314  North  Pearl  Street  •  Albany,  New  York  12207  •  518  434-4546  •  Fax:  518  434-0891 


CLIENT:  Atlantic  Testing  Laboratory  Date  Sampled:  02/07/94 

CLIENT'S  SAMPLE  ID:  94-0462  Date  sample  received:  02/09/94 


AES  sample  #:  940209  102 

Samples  taken  by: 
MATRIX:  water 

Client 

Location:  None-Given 
grab 

PARAMETER  PERFORMED 

METHOD 

RESULT 

UNITS 

NOTEBK  REF 

TEST  DATE 

Phenol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Bis ( 2-Chloroethyl ) ether 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2-Chlorophenol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

1,3  Dichlorobenzene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

1,4  Dichlorobenzene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Benzyl  Alcohol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

1,2  Dichlorobenzene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2-Methylphenol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Bis ( 2-Chloroisopropyl ) ether 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

4-Methylphenol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

N-Nitrosodi-n-propylamine 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Hexachloroethane 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Nitrobenzene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Isophorone 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2-Nitrophenol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2,4  Dimethylphenol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Benzoic  Acid 

EPA-8270 

<25 

ug/1 

BC-AO-50 

02/15/94 

Bis ( 2 -Chlor oet hoxy ) methane 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2,4  Dichlorophenol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

1,2,4  Trichlorobenzene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

A  (oil  service  analytical  research  laboratory  offering  solutions  to  environmental  concerns 

314  North  Pearl  Street  •  Albany,  New  \ork  12207  •  518  434-4546  •  Fax:  518  434-0891 


CLIENT:  Atlantic  Testing  Laboratory 
CLIENT'S  SAMPLE  ID:  94-0462 

AES  sample  #:  940209  102  Samples  taken  by: 

MATRIX:  water 


Date  Sampled:  02/07/94 

Date  sample  received:  02/09/94 

Client  Location:  None-Given 

grab 


continued: 

PARAMETER  PERFORMED 

METHOD 

RESULT 

UNITS 

NOTEBK  REF 

TEST  DATE 

Naphthalene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

4-Chloroaniline 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Hexachlor obutad i ene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

4-Chloro-3-methylphenol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2-Methylnapthalene 

EPA-8270 

16 

ug/1 

BC-AO-50 

02/15/94 

Hexachlorocyclopentad iene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2,4,6  Trichlorophenol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2, 4, 5-Trichlorophenol 

EPA-8270 

<25 

ug/1 

BC-AO-50 

02/15/94 

2-Chloronaphthalene 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

2-Nitroaniline 

EPA-8270 

<25 

ug/1 

BC-AO-50 

02/15/94 

Anthracene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Dimethyl  phthalate 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Acenaphthylene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

3-Nitroaniline 

EPA-8270 

<25 

ug/1 

BC-AO-50 

02/15/94 

Acenaphthene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2,4  Dinitrophenol 

EPA-8270 

<25 

ug/1 

BC-AD-50 

02/15/94 

4-Nitrophenol 

EPA-8270 

<25 

ug/1 

BC-AO-50 

02/15/94 

Dibenzofuran 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2,4  Dinitrotoluene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2,6  Dinitrotoluene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Page  7 


A  full  service  analytical  research  laboratory  offering  solutions  to  environmental  concerns 


314  North  Pearl  Street  •  Albany,  New  York  12207 

•  518  434-4546 

i  •  Fax:  518  434-0891 

CLIENT:  Atlantic  Testing  Laboratory 

CLIENT’S  SAMPLE  ID:  94-0462 

Date  Sampled:  02/07/94 

Date  sample  received:  02/09/94 

AES  sample  If:  940209  102 

continued: 

Samples  taken  by: 
MATRIX:  water 

Client 

Location:  None- 
grab 

-Given 

PARAMETER  PERFORMED 

METHOD 

RESULT 

UNITS 

NOTEBK  REF 

TEST  DATE 

Diethyl  phthalate 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

4-Chlorophenylphenyl  ether 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Fluorene 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

4-Nitroaniline 

EPA-8270 

<25 

ug/1 

BC-AO-50 

02/15/94 

2,Methyl-4, 6-dinitrophenol 

EPA-8270 

<25 

ug/1 

BC-AO-50 

02/15/94 

N-Ni trosod imethylamine 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

4-Bromophenylphenyl  ether 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Hexachlor  obenzene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Pentachlorophenol 

EPA-8270 

<25 

ug/1 

BC-AD-50 

02/15/94 

Phenanthrene 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

Di-n-butyl  phthalate 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

Fluoranthene 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

Pyrene 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

Butyl  benzyl  phthalate 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

3, 3 ' -Dichlorobenzidine 

EPA-8270 

<10 

ug/1 

BC-AD-50 

02/15/94 

Benzo ( a ) anthracene 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

Bis ( 2-Ethylhexyl ) phthalate 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

Chrysene 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

Di-n-octyl  phthalate 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

Benzo ( b ) fluoranthene 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

Adirondack 

Environmental  Services.  Inc. 


A  full  service  analytical  research  laboratory  offering  solutions  to  environmental  concerns 

314  North  Pearl  Street  •  Albany,  New  \brk  12207  •  518  434-4546  •  Fax:  518  434-0891 


CLIENT:  Atlantic  Testing  Laboratory  Date  Sampled:  02/07/94 

CLIENT’S  SAMPLE  ID:  94-0462  Date  sample  received:  02/09/94 


AES  sample  #:  940209  102 

Samples  taken  by: 
MATRIX:  water 

Client 

Location:  None- 
grab 

-Given 

continued: 

PARAMETER  PERFORMED 

METHOD 

RESULT 

UNITS 

NOTEBK  REF 

TEST  DATE 

Benzo ( k ) fluoranthene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Benzo(a)pyrene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

I ndeno (1,2, 3-cd ) pyrene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Dibenzo ( a, h ) anthracene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Benzo ( g, h, i ) perylene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

N-Nitrosodimethylamine 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Aniline 

EPA-8270 

<10 

ug/1 

BC-AO-50 

02/15/94 

Page 
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Adirondack: 

Environmental  Services.  Inc..- 


A  full  service  analytical  research  laboratory  offering  solutions  to  environmental  concerns 

314  North  Pearl  Street  •  Albany,  New  York  12207  •  318  434-4546  •  Fax:  518  434-0891 

CLIENT:  Atlantic  Testing  Laboratory  Date  Sampled:  02/07/94 

CLIENT'S  SAMPLE  ID:  94-0463  Date  sample  received:  02/09/94 


AES  sample  #:  940209  103 

Samples  taken  by: 
MATRIX:  water 

Client 

Locat ion:  None  ■ 
grab 

-Given 

PARAMETER  PERFORMED 

METHOD 

RESULT 

UNITS 

NOTEBK  REF 

TEST  DATE 

Phenol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Bis ( 2-Chloroethyl ) ether 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2-Chlorophenol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

1,3  Dichlorobenzene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

1,4  Dichlorobenzene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Benzyl  Alcohol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

1,2  Dichlorobenzene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2-Methylphenol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Bis ( 2-Chloroisopropyl ) ether 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

4-Methylphenol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

N-Ni tr osod i -n-pr opylamine 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Hexachloroethane 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Nitrobenzene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Isophorone 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2-Nitrophenol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2,4  Dimethylphenol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Benzoic  Acid 

EPA-8270 

<25 

ug/1 

BC-AO-50 

02/15/94 

Bis ( 2-Chloroethoxy)  methane 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2,4  Dichlorophenol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

1,2,4  Trichlorobenzene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Page  10 


A  full  service  analytical  research  laboratory  offering  solutions  to  environmental  concerns 

314  North  Pearl  Street  •  Albany,  New  York  12207  •  518  434-45 46  •  Fax:  518  434-0891 


CLIENT:  Atlantic  Testing  Laboratory  Date  Sampled:  02/07/94 

CLIENT'S  SAMPLE  ID:  94-0463  Date  sample  received:  02/09/94 


AES  sample  #:  940209  103 

continued: 

PARAMETER  PERFORMED 

Naphthalene 

4-Chloroaniline 

Hexachlorobutadiene 

4-Chloro-3-methylphenol 

2-Methylnapthalene 

Hexachlor ocyclopentad i ene 

2.4.6  Trichlorophenol 
2, 4, 5-Tr ichlorophenol 
2-Chloronaphthalene 

2- Nitroaniline 
Anthracene 
Dimethyl  phthalate 
Acenaphthylene 

3- Nitroaniline 
Acenaphthene 

2,4  Dinitrophenol 

4- Nitrophenol 
Dibenzofuran 

2,4  Dinitrotoluene 

2.6  Dinitrotoluene 


Samples  taken  by: 
MATRIX:  water 

Client 

METHOD 

RESULT 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<25 

EPA-8270 

<5 

EPA-8270 

<25 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<25 

EPA-8270 

<5 

EPA-8270 

<25 

EPA-8270 

<25 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<5 

Location:  None-Given 
grab 


UNITS 

NOTEBK  REF 

TEST  DATE 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

A  full  service  analytical  research  laboratory  offering  solutions  to  environmental  concerns 

314  North  Pearl  Street  •  Albany,  New  \ork  12207  •  318  434-4546  •  Fax:  518  434-0891 


CLIENT:  Atlantic  Testing  Laboratory  Date  Sampled:  02/07/94 

CLIENT'S  SAMPLE  ID:  94-0463  Date  sample  received:  02/09/94 


AES  sample  #:  940209  103 

continued: 

PARAMETER  PERFORMED 

Diethyl  phthalate 

4-Chlorophenylphenyl  ether 

Fluorene 

4-Nitroaniline 

2, Methyl-4, 6-dinitrophenol 

N-N i tr os od imet hy lami  ne 

4-Bromophenylphenyl  ether 

Hexachlorobenzene 

Pentachlorophenol 

Phenanthrene 

Di-n-butyl  phthalate 

Fluoranthene 

Pyrene 

Butyl  benzyl  phthalate 

3, 3  * -Dichlorobenzidine 

Benzo ( a ) anthracene 

Bis ( 2-Ethylhexyl ) phthalate 

Chrysene 

Di-n-octyl  phthalate 
Benzo ( b ) fluoranthene 


Samples  taken  by: 
MATRIX:  water 

Client 

METHOD 

RESULT 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<25 

EPA-8270 

<25 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<25 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<10 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<5 

Location:  None-Given 
grab 


UNITS 

NOTEBK  REF 

TEST  DATE 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AQ-50 

02/15/94 

ug/1 

BC-AD-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AQ-50 

02/15/94 

ug/1 

BC-AD-50 

02/15/94 

ug/1 

BC-AD-50 

02/15/94 

ug/1 

BC-AD-50 

02/15/94 

ug/1 

BC-AD-50 

02/15/94 

ug/1 

BC-AD-50 

02/15/94 

ug/1 

BC-AD-50 

02/15/94 

ug/1 

BC-AD-50 

02/15/94 

ug/1 

BC-AD-50 

02/15/94 

ug/1 

BC-AD-50 

02/15/94 

Adirondack 

Environmental  Services.  Inc. 


A  full  service  analytical  research  laboratory  offering  solutions  to  environmental  concerns 

314  North  Pearl  Street  •  Albany,  New  \ork  12207  •  318  434-4546  •  Fax:  518  434-0891 


CLIENT:  Atlantic  Testing  Laboratory  Date  Sampled: 

CLIENT'S  SAMPLE  ID:  94-0463  Date  sample  received:  02/09/94 


AES  sample  #:  940209  103 

continued: 

PARAMETER  PERFORMED 

Benzo (k ) fluoranthene 

Benzo (a) pyrene 

Indeno (1,2, 3-cd ) pyrene 

Dibenzo ( a, h ) anthracene 

Benzo ( g, h, i ) perylene 

N-Nitrosodimethylamine 

Aniline 


Samples  taken  by: 
MATRIX:  water 

Client 

METHOD 

RESULT 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<10 

Locat i on :  None -Given 
grab 


UNITS 

NOTEBK  REF 

TEST  DATE 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

Page  13 


A  full  service  analytical  research  laboratory  offering  solutions  to  environmental  concerns 

314  North  Pearl  Street  •  Albany,  New  \fork  12207  •  518  434-45 46  •  Fax:  518  434-0891 


CLIENT:  Atlantic  Testing  Laboratory  °  6  r  C  Date  Sampled:  02/07/94 

CLIENT'S  SAMPLE  ID:  "94-0464  j? - - - - -  Date  sample  received:  02/09/94 


AES  sample  #:  940209  104 

Samples  taken  by: 
MATRIX:  water 

Client 

Location:  None- 
grab 

-Given 

PARAMETER  PERFORMED 

METHOD 

RESULT 

UNITS 

NOTEBK  REF 

TEST  DATE 

Phenol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Bis ( 2-Chloroethyl ) ether 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2-Chlorophenol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

1,3  Dichlorobenzene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

1,4  Dichlorobenzene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Benzyl  Alcohol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

1,2  Dichlorobenzene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2-Methylphenol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Bis ( 2-Chloroisopropyl ) ether 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

4-Methylphenol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

N-Nitrosodi-n-propylamine 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Hexachloroethane 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Nitrobenzene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Isophorone 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2-Nitrophenol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2,4  Dimethylphenol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Benzoic  Acid 

EPA-8270 

<25 

ug/1 

BC-AO-50 

02/15/94 

Bis ( 2-Chloroethoxy  )methane 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2,4  Dichlorophenol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

1,2,4  Trichlorobenzene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Adirondack 

Environmental  Services.  If  ic 


A  full  service  analytical  research  laboratory  offering  solutions  to  environmental  concerns 

314  North  Pearl  Street  •  Albany,  New  \ork  12207  •  518  434-4546  •  Fax:  518  434-0891 

CLIENT:  Atlantic  Testing  Laboratory  Date  Sampled:  02/07/94 

CLIENT’S  SAMPLE  ID:  94-0464  Date  sample  received:  02/09/94 


AES  sample  #:  940209  104 

Samples  taken  by: 
MATRIX:  water 

Client 

Location:  None-Given 
grab 

continued: 

PARAMETER  PERFORMED 

METHOD 

RESULT 

UNITS 

NOTEBK  REF 

TEST  DATE 

Naphthalene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

4-Chloroaniline 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Hexachlor  obutad i ene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

4-Chloro-3-methylphenol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2-Methylnapthalene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Hexachlorocyclopentadiene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2,4,6  Trichlorophenol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2, 4, 5-Tr ichlorophenol 

EPA-8270 

<25 

ug/1 

BC-AO-50 

02/15/94 

2-Chloronaphthalene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2-Nitroaniline 

EPA-8270 

<25 

ug/1 

BC-AO-50 

02/15/94 

Anthracene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Dimethyl  phthalate 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Acenaphthylene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

3-Nitroaniline 

EPA-8270 

<25 

ug/1 

BC-AD-50 

02/15/94 

Acenaphthene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2,4  Dinitrophenol 

EPA-8270 

<25 

ug/1 

BC-AO-50 

02/15/94 

4-Nitrophenol 

EPA-8270 

<25 

ug/1 

BC-AD-50 

02/15/94 

Dibenzofuran 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2,4  Dinitrotoluene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2,6  Dinitrotoluene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Page  15 


Adirondack. 

Environmental  ServicesJnc:  - 


A  full  service  analytical  research  laboratory  offering  solutions  to  environmental  concerns 

314  North  Pearl  Street  •  Albany,  New  York  12207  •  518  434-4546  •  Fax:  518  434-0891 


CLIENT:  Atlantic  Testing  Laboratory 

CLIENT’S  SAMPLE  ID:  94-0464 

Date  Sampled:  02/07/94 

Date  sample  received:  02/09/94 

AES  sample  #:  940209  104 

continued: 

Samples  taken  by: 
MATRIX:  water 

Client 

Location:  None- 
grab 

-Given 

PARAMETER  PERFORMED 

METHOD 

RESULT  UNITS 

NOTEBK  REF 

TEST  DATE 

Diethyl  phthalate 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

4-Chlorophenylphenyl  ether 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

Fluor ene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

4-Nitroaniline 

EPA-8270 

<25 

ug/1 

BC-AO-50 

02/15/94 

2, Methyl-4, 6-dinitrophenol 

EPA-8270 

<25 

ug/1 

BC-AO-50 

02/15/94 

N-Nitrosodimethylamine 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

4-Bromophenylphenyl  ether 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Hexachlorobenzene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Pentachlorophenol 

EPA-8270 

<25 

ug/1 

BC-AO-50 

02/15/94 

Phenanthrene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Di-n-butyl  phthalate 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

Fluoranthene 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

Pyrene 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

Butyl  benzyl  phthalate 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

3, 3 ' -Dichlorobenzidine 

EPA-8270 

<10 

ug/1 

BC-AD-50 

02/15/94 

Benzo ( a ) anthracene 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

Bis ( 2-Ethylhexyl ) phthalate 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

Chrysene 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

Di-n-octyl  phthalate 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

Benzo ( b) fluoranthene 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 
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Adirondack 

Environmental  Services.  Inc. 


A  full  service  analytical  research  laboratory  offering  solutions  to  environmental  concerns 

314  North  Pearl  Street  •  Albany,  New  York  12207  •  318  434-45 46  •  Fax:  518  434-0891 


CLIENT:  Atlantic  Testing  Laboratory  Date  Sampled:  02/07/94 

CLIENT'S  SAMPLE  ID:  94-0464  Date  sample  received:  02/09/94 


AES  sample  #:  940209  104 

continued: 

PARAMETER  PERFORMED 

Benzo ( k ) fluoranthene 

Benzo(a)pyrene 

Indeno (1,2, 3-cd ) pyrene 

Dibenzo( a, h) anthracene 

Benzo ( g, h, i ) perylene 

N-N i t r osod imethylami  ne 

Aniline 


Samples  taken  by: 
MATRIX:  water 

Client 

METHOD 

RESULT 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<10 

Location:  None-Given 
grab 


UNITS 

NOTEBK  REF 

TEST  DATE 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

Page 
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Adirondack 

.  Environmental  Services.  Inc. 


A  full  service  analytical  research  laboratory  offering  solutions  to  environmental  concerns 

314  North  Pearl  Street  •  Albany,  New  York  12207  •  518  434-4546  •  Fax:  518  434-0891 

CLIENT:  Atlantic  Testing  Laboratory  Date  Sampled:  02/07/94 

CLIENT'S  SAMPLE  ID:  Blank  7-40  Date  sample  received:  02/09/94 


AES  sample  it:  940209  105 

Samples  taken  by: 
MATRIX:  water 

Client 

Locat ion :  None- 
grab 

-Given 

PARAMETER  PERFORMED 

METHOD 

RESULT 

UNITS 

NOTEBK  REF 

TEST  DATE 

Phenol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Bis ( 2-Chloroethyl ) ether 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2-Chlorophenol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

1,3  Dichlorobenzene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

1,4  Dichlorobenzene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Benzyl  Alcohol 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

1,2  Dichlorobenzene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2-Methylphenol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Bis ( 2-Chloroisopr opyl ) ether 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

4-Methylphenol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

N-Ni trosod i -n-propylamine 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Hexachloroethane 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Nitrobenzene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Isophorone 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

2-Nitrophenol 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

2,4  Dimethylphenol 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

Benzoic  Acid 

EPA-8270 

<25 

ug/1 

BC-AD-50 

02/15/94 

Bis ( 2-Chloroethoxy)methane 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

2,4  Dichlorophenol 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

1,2,4  Trichlorobenzene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 
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Adirondack 

Environmental  Services.  Inc. 


A  full  service  analytical  research  laboratory  offering  solutions  to  environmental  concerns 

314  North  Pearl  Street  •  Albany,  New  York  12207  •  518  434-45 46  •  Fax:  518  434-0891 


CLIENT:  Atlantic  Testing  Laboratory  Date  Sampled:  02/07/94 

CLIENT'S  SAMPLE  ID:  Blank  7-40  Date  sample  received:  02/09/94 


AES  sample  940209  105 

Samples  taken  by: 
MATRIX:  water 

Client 

Location:  None-Given 
grab 

continued: 

PARAMETER  PERFORMED 

METHOD 

RESULT 

UNITS 

NOTEBK  REF 

TEST  DATE 

Naphthalene 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

4-Chloroaniline 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Hexachlor  obutad i ene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

4-Chloro-3-methylphenol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2-Methylnapthalene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

Hexachlor ocyclopentad iene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2,4,6  Trichlorophenol 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2, 4, 5-Tr ichlorophenol 

EPA-8270 

<25 

ug/1 

BC-AO-50 

02/15/94 

2-Chloronaphthalene 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

2-Nitroaniline 

EPA-8270 

<25 

ug/1 

BC-AD-50 

02/15/94 

Anthracene 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

Dimethyl  phthalate 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

Acenaphthylene 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

3-Nitroaniline 

EPA-8270 

<25 

ug/1 

BC-AD-50 

02/15/94 

Acenaphthene 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

2,4  Dinitrophenol 

EPA-8270 

<25 

ug/1 

BC-AD-50 

02/15/94 

4-Nitrophenol 

EPA-8270 

<25 

ug/1 

BC-AD-50 

02/15/94 

Dibenzofuran 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 

2,4  Dinitrotoluene 

EPA-8270 

<5 

ug/1 

BC-AO-50 

02/15/94 

2,6  Dinitrotoluene 

EPA-8270 

<5 

ug/1 

BC-AD-50 

02/15/94 
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A  full  service  analytical  research  laboratory  offering  solutions  to  environmental  concerns 

314  North  Pearl  Street  •  Albany,  New  York  12207  *  518  434-4546  •  Fax:  518  434-0891 


CLIENT:  Atlantic  Testing  Laboratory  Date  Sampled:  02/07/94 

CLIENT'S  SAMPLE  ID:  Blank  7-40  Date  sample  received:  02/09/94 


AES  sample  #:  940209  105 

continued: 

PARAMETER  PERFORMED 

Diethyl  phthalate 

4-Chlorophenylphenyl  ether 

Fluorene 

4-Nitroaniline 

2,  Methyl-4, 6-dinitrophenol 

N-Ni tr osod imethylamine 

4-Bromophenylphenyl  ether 

Hexachlorobenzene 

Pentachlorophenol 

Phenanthrene 

Di-n-butyl  phthalate 

Fluoranthene 

Pyrene 

Butyl  benzyl  phthalate 

3, 3 ' -Dichlorobenzidine 

Benzo ( a ) anthracene 

Bis ( 2-Ethylhexyl ) phthalate 

Chrysene 

Di-n-octyl  phthalate 
Benzo ( b ) f 1 uor ant hene 


Samples  taken  by: 
MATRIX:  water 

Client 

METHOD 

RESULT 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<25 

EPA-8270 

<25 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<25 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<10 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<5 

Location:  None-Given 
grab 


UNITS 

NOTEBK  REF 

TEST  DATE 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AD-50 

02/15/94 

ug/1 

BC-AQ-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AD-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AD-50 

02/15/94 

ug/1 

BC-AD-50 

02/15/94 

ug/1 

BC-AD-50 

02/15/94 

ug/1 

BC-AD-50 

02/15/94 

ug/1 

BC-AD-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AD-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AO-50 

02/15/94 

ug/1 

BC-AD-50 

02/15/94 

ug/1 

BC-AD-50 

02/15/94 

ug/1 

BC-AQ-50 

02/15/94 

ug/1 

BC-AD-50 

02/15/94 

A  lull  service  analytical  research  laboratory  offering  solutions  to  environmental  concerns 

314  North  Pearl  Street  •  Albany,  New  York  12207  •  518  434-45 46  •  Fax:  518  434-0891 


CLIENT:  Atlantic  Testing  Laboratory 
CLIENT'S  SAMPLE  ID:  Blank  7-40 


Date  Sampled:  02/07/94 

Date  sample  received:  02/09/94 


AES  sample  #:  940209  105 

continued: 

PARAMETER  PERFORMED 

Benzo ( k ) f luor anthene 

Benzo( a) pyrene 

Indeno (1/2, 3-cd ) pyrene 

Dibenzo ( a, h ) anthracene 

Benzo ( g,  h,  i ) perylene 

N-Ni tr osod imethylamine 

Aniline 


Samples  taken  by:  Client 
MATRIX:  water 


METHOD 

RESULT 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<5 

EPA-8270 

<10 

Location:  None-Given 
grab 


UNITS 

NOTEEK  REF 

TEST  DATE 

ug/1 

BC-AD-50 

02/15/94 

ug/1 

BC-AD-50 

02/15/94 

ug/1 

BC-AD-50 

02/15/94 

ug/1 

BC-AD-50 

02/15/94 

ug/1 

BC-AD-50 

02/15/94 

ug/1 

BC-AD-50 

02/15/94 

ug/1 

BC-AD-50 

02/15/94 

Report  date:  02/28/94 


CHAIN  OF  CUSTODY  RECORD 
ATLANTIC  TESTING  LABORATORIES.  Limited 


Appendix  B 


Quarterly  Ambient  Air  Sampling  Results 
from  Sampling  Event  No.  AS-3 
(Operational  Period  January-March  1994) 


ATLANTIC  TESTING  LABORATORIES,  Limited 


April  1,  1994 


RECEIVED 

APR  7  19P 

EA  EoaiiBfiins,  Scfc-xs,  vA  1 


£4  Engineering,  Science  and  Technology 
The  Maple  Building 
3  Washington  Center 
Newburgh,  New  York  12550 

Attn.:  John  Carnright 

Re:  Misc.  Sampling  and  Analysis 

ATL  Project  Number:  ELVT5012A-03-94 


P.O.  Box  399 
48  LaGrasse  Street 
Waddington,  NY  13694 
Phone:  (315)  388-4452 
(315)  388-4453 
Fax:  (315)  388-5510 


P.O.  Box  29 
Canton-Potsdam  Road 
Canton,  NY  13617 
Phone:  (315)  386-4578 
Fax:  (315)  386-1012 


Dear  Mr.  Carnright: 

Enclosed  are  the  analytical  reports  for  the  sample  submitted  by  Paul  VanLinder  to  Atlantic  Testing 
Laboratories,  Limited  on  March  2,  1994. 

Please  feel  free  to  contact  our  office  if  we  may  be  of  any  further  assistance. 


Enclosure 


TESTING  •  SUBSURFACE  EXPLORATION  •  ENVIRONMENTAL  SERVICES 


Performance  Analytical  Inc. 

F’m  in mmonr.i!  Tk  -t ii’.e  .mj  i.  '»in'4iirini' 


LABORATORY  REPORT 


Client:  ATLANTIC  TESTING  LABORATORY,  LTD. 

Date  of  Report: 

03/22/94 

Address:  P.O.  Box  399 

Date  Received: 

03/03/94 

Waddington,  NY  13694 

PAI  Project  No: 

6169 

Contact:  Ms.  Marjorie  Fornier 

Purchase  Order: 

Verbal 

Client  Project  ID:  #60343.04 

Three  (3)  Tenax  Trap  Samples  labeled: 

"PAFB-AS-05-03"  "PAFB-AS-07-03"  "PAFB-AS-TB-03" 


The  samples  were  received  at  the  laboratory  under  chain  of  custody  on  March  3,  1 994. 
The  samples  were  received  intact.  The  samples  were  analyzed  on  March  14,  1994. 

Volatile  Organic  Compound  Analysis 

The  Tenax  traps  were  analyzed  for  eight  Volatile  Organic  Compounds  according  to  EPA 
Method  TO-1  from  the  Compendium  of  Methods  for  the  Determination  of  Toxic  Organic 
Compounds  in  Ambient  Air.  EPA  600/4-84-041 ,  U.S.  Environmental  Protection  Agency, 
Research  Triangle  Park,  NC,  April  1984.  The  analyses  were  performed  using  thermal 
desorption  gas  chromatography/mass  spectrometry.  The  analytical  system  used  for  the 
analysis  of  the  adsorbent  trap  was  comprised  of  a  Finnigan  Model  4500C  GC/MS/DS 
interfaced  to  a  Tekmar  5010GT  Automatic  Desorber.  A  thick  film  (5  micron) 
crossbonded  1 00%  Dimethylpolysiloxane  megabore  column  (RTX-1 ,  Restek  Corporation, 
Bellefonte,  PA)  was  used  to  achieve  chromatographic  separation. 

The  results  of  analyses  are  given  on  the  attached  data  summary  sheets. 


Data  Release  Authorization:  Reviewed  and  Approved: 


Chris  Parnell  Michael  Tuday 

Senior  Chemist  Laboratory  Director 


Performance  Analytical  Inc. 

Finvin mmcni.il  Tc:- : irnj  .mj  ( ‘nrwiitnv 


PERFORMANCE  ANALYTICAL  INC. 

RESULTS  OF  ANALYSIS 


Client : 


Atlantic  Testing  Laboratories 


Client  Sample  ID:  N/A 

PAI  Sample  ID:  PAI  Method  Blank 


Test  Code:  GC/MS  EPA  TO-1 

Analyst:  Chris  Casteel 

Instrument  ID:  Finnigan  4500C/Tekmar  5010 

Verified  by:  Michael  Tuday 


Matrix : 

Date  Received: 
Date  Analyzed: 
Volume  Analyzed: 


Tenax  Trap 
N/A 

03/14/94 
4.2  Liters 


RESULT 

DETECTION 

RESULT 

DETECTION 

CAS  # 

COMPOUND 

LIMIT 

LIMIT 

(UG/M3 ) 

(UG/M3 ) 

( PPB ) 

(PPB) 

156-60-5 

trans-1 , 2-Dichloroethene 

ND 

1.2 

ND 

0.31 

156-59-2 

cis-1, 2-Dichloroethene 

ND 

1.2 

ND 

0.31 

71-43-2 

Benzene 

ND 

1.2 

ND 

0.38 

79-01-6 

Trichloroethene 

ND 

1.2 

ND 

0.23 

108-88-3 

Toluene 

ND 

1.2 

ND 

0.32 

100-41-4 

Ethylbenzene 

ND 

1.2 

ND 

0.28 

1330-20-7 

m-  &  p-Xylenes 

ND 

1.2 

ND 

0.28 

95-47-6 

o-Xylene 

ND 

1.2  - 

ND 

0.28 

ND  =  Not  Detected  TR  =  Trace  Level  -  Below  Indicated  Detection  Limit 


Performance  Analytical  Inc. 

hnvirt  Sr’s MVcnt  w  R*-  f  i: wj.  .»nl  i  !i  >n<n!i 


PERFORMANCE  ANALYTICAL  INC . 

RESULTS  OF  ANALYSIS 


Client : 


Atlantic  Testing  Laboratories 


Client  Sample  ID:  PAFB-AS-05-03  (03/02/94)  (09:50-16:50) 

PAI  Sample  ID:  9400830 


Test  Code:  GC/MS  EPA  TO-1 

Analyst:  Chris  Parnell 

Instrument  ID:  Finnigan  4500C/Tekmar 

Verified  by:  Michael  Tuday 


Matrix:  Tenax  Trap 

Date  Received:  03/03/94 

5010  Date  Analyzed:  03/14/94 

Volume  Analyzed:  4.2  Liters 


RESULT 

DETECTION 

RESULT 

DETECTION 

CAS  # 

COMPOUND 

LIMIT 

LIMIT 

(UG/M3 ) 

(UG/M3 ) 

( PPB ) 

(PPB) 

156-60-5 

trans-1 , 2-Dichloroethene 

ND 

12 

ND 

3.1 

156-59-2 

cis-1 , 2-Dichloroethene 

4300 

12 

1100 

3.1 

71-43-2 

Benzene 

320 

12 

100 

3.8 

79-01-6 

Trichloroethene 

1700 

12 

330 

2.3 

108-88-3 

Toluene 

990 

12 

260 

3.2 

100-41-4 

Ethylbenzene 

410 

12 

95 

2.8 

1330-20-7 

m-  &  p-Xylenes 

1500 

12 

340 

2.8 

95-47-6 

o-Xylene 

460 

12  . 

110 

2.8 

ND 


Not  Detected  TR  =  Trace  Level 


Below  Indicated  Detection  Limit 


Performance  Analytical  Inc. 

Hnvu\>nmcnr.ii  forum  '.nJ  ( -onMiImm 


PERFORMANCE  ANALYTICAL  INC. 

RESULTS  OF  ANALYSIS 


Client : 


Atlantic  Testing  Laboratories 


Client  Sample  ID:  PAFB-AS-07-03  (03/02/94)  (10:00-17:00) 

PAI  Sample  ID:  9400831 


Test  Code: 
Analyst: 
Instrument  ID: 
Verified  by: 


GC/MS  EPA  TO-1  Matrix:  Tenax  Trap 

Chris  Parnell  Date  Received:  03/03/94 

Finnigan  4500C/Tekmar  5010  Date  Analyzed:  03/14/94 

Michael  Tuday  Volume  Analyzed:  4.2  Liters 


RESULT 

DETECTION 

RESULT 

DETECTION 

CAS  # 

COMPOUND 

LIMIT 

LIMIT 

(UG/M3 ) 

(UG/M3 ) 

( PPB ) 

(PPB) 

156-60-5 

trans-1 , 2-Dichloroethene 

ND 

1.2 

ND 

0.31 

156-59-2 

cis-1, 2-Dichloroethene 

12 

1.2 

3.0 

0.31 

71-43-2 

Benzene 

9.2 

1.2 

2.9 

0.38 

79-01-6 

Trichloroethene 

8.6 

1.2 

1.6 

0.23 

108-88-3 

Toluene 

9.4 

1.2 

2.5 

0.32 

100-41-4 

Ethylbenzene 

2.6 

1.2 

0.59 

0.28 

1330-20-7 

m-  &  p-Xylenes 

8.4 

mam 

1.9 

0.28 

95-47-6 

o-Xylene 

2.6 

1.2  . 

0.59 

0.28 

ND  =  Not  Detected  TR  =  Trace  Level 


Below  Indicated  Detection  Limit 


Performance  Analytical  Inc. 

Lnvirunnu*nr;ii  Ti'-rim:  :irul  K  \  uv‘iih mu 


PERFORMANCE  ANALYTICAL  INC. 

RESULTS  OF  ANALYSIS 


Client : 


Atlantic  Testing  Laboratories 


Client  Sample  ID:  PAFB-AS-TB-03  (03/02/94) 
PAI  Sample  ID:  9400832 


Test  Code:  GC/MS  EPA  TO-1 

Analyst:  Chris  Parnell 

Instrument  ID:  Finnigan  4500C/Tekmar  5010 

Verified  by:  Michael  Tuday 


Matrix : 

Date  Received: 
Date  Analyzed: 
Volume  Analyzed: 


Tenax  Trap 
03/03/94 
03/14/94 
4.2  Liters 


RESULT 

DETECTION 

RESULT 

DETECTION 

CAS  # 

COMPOUND 

LIMIT 

LIMIT 

(UG/M3 ) 

(UG/M3 ) 

( PPB ) 

(PPB) 

156-60-5 

trans-1 , 2-Dichloroethene 

ND 

1.2 

ND 

0.31 

156-59-2 

cis-1 , 2-Dichloroethene 

ND 

1.2 

ND 

0.31 

71-43-2 

Benzene 

0.72  TR 

1.2 

0.23  TR 

0.38 

79-01-6 

Trichloroethene 

ND 

1.2 

ND 

0.23 

108-88-3 

Toluene 

ND 

1.2 

ND 

0.32 

100-41-4 

Ethylbenzene 

ND 

1.2 

ND 

0.28 

1330-20-7 

m-  &  p-Xylenes 

ND 

1.2 

ND 

0.28 

95-47-6 

o-Xylene 

ND 

1.2  . 

ND 

0.28 

ND 


Not  Detected  TR  =  Trace  Level  -  Below  Indicated  Detection  Limit 


Appendix  C 


Quarterly  Weapons  Storage  Area  Stream 
and  Activated  Carbon  Analysis 
from  Sampling  Event  No.  24 
(Operational  Period  January-March  1994) 


Environmental  Laboratory  Division 


Facsimile  Transmittal  Cover  Sheet 


ATTCNTION 


LSent  to; 


J)  /?  ‘ 

1071 .  ( 


The  results  of  this  transmittal  are  CONFIDENTIAL 
Cenparty  pfl0ne 


r*x  ty/M 


Atlantic  Testing  Liberator  I  esyUd  oats 
P,0.  8ox  399,  48  UCrnaoc  Street  ^ 
Wacidtnflfrtn,  New  York  13694  *  / 

FAX:(J1S)363-5510  Phoo?:5M-W$2  / 


|  y  I  UsddineNvv  usurer*  lievw  '/*£-/  I 

_ |  FAX:Q1S)388-5S10  Phon<?:?Sa-44$2  |  /  \jjr&Q 

Please  contact  the  sender  to  report  any  error  in  transmission  «f  these  pages. 


No,  of  page* 
with  thit  rn/nr 


P  .  0 


A TL-ENVIRONMENTAL  LABORATORIES 

ATL  PROJECT  NO.:  VT5012A-04-94 
CLIENT:  EA  Engineering,  Science  &  Technology 


ATL  Accession 

Number 

Client's  ID 

of  Sample 

Parameter 

Result 

(mg/L) 

Date 

Analyzed 

94-1408 

SW-08-02 

Total  Aluminum 

<0.2 

04/13/94 

Total  Antimony 

<6.02* 

■  04/14/94 

Total  Arsenic 

<0.01  * 

04/12/94 

Total  Barium 

<0.2 

04/13/94 

Total  Beryllium 

<0.0005 

04/15/94 

Total  Cadmium 

<0.0005 

04/15/94 

Total  Calcium 

29 

04/13/94 

Total  Chromium 

<0.005 

04/18/94 

Total  Cobalt 

<0.005 

04/18/94 

Total  Copper 

<0.02 

04/1 3/94 

Total  Iron 

2.7  : 

04/20/94 

Total  Lead 

<0.005 

04/11/94 

Total  Magnesium 

8,3 

04/13/94 

Total  Manganosa 

0.66 

f-  • 

04/20/94 

Total  Mercury 

<0.0002 

04/12/94 

Total  Nickel 

<0,05 

04/12/94 

Total  Potassium 

<5 

04/20/94 

Total  Selenium 

<0.005 

04/20/94 

Total  Silver 

<0.01  ‘ 

04/15/94 

Total  Sodium 

<5 

04/13/94 

Total  Thallium 

<0.005 

04/19/94 

Total  Vanadium 

<0.01 

04/19/94 

Total  Zinc 

0.089  : 

04/20/94 

*  Detection  'Kim  S  due  :o  riwtnx  imc:75rcr\co,  i,  •  ,  t 


APPROVED  BY:.  C'\.i?.'V-.-v£l  •V'- 

NYSDOH-F.r.A?  NT0.  ICS  15 


uiK±i!M 


DISCLAIMER;  .\Ii  iwr.plc^  Kir-'iec*  iin^/twai  pruccjt45#  vc  yutfrniiCd  Jr.  ftiesruvicc  veil  .w^niicd  w&I/jCAI  mciJKklo^ie*.  Tbt  full  eVutni  of  &ny  und  all  Liability  for  i«*ul  ft»-d 
ct*nafwonn«i  -V.p*.u v i  <tr  rt:r  t-rv-^i  pn ‘t'+v.e.d  than  V  knilr.1  x  Tfljvufdffir.it’cc  csr  :on  e?  v*c.:k.  ATI  SI  Ublc  fbr  latft  iT.tcnrc'iOon  tv  ;£«n 


APR  —  —  1  —  ’3-4  THU  13:13 


P  .  0  3 


Page  1  of  2 


A  TL- Environmental  Lsborstofios 
Analytical  Report 


Semi- Volatile  Priority  Pollutant  Organics  by  GC/MS - _ 

Client:  EA  Engineering  ATL  Job  No. : 

Clt.  Job  No.:  60343-04  (PAFB)  ATL  Sample  No.: 

CU.  Sa.  No.:  SW-08-02  Date  Received  *. 

Matrix:  Water  Date  Analyst 

Comments: 


C.A.SNo^  Analyte 


$2-75-9  p-Nitrosodiaethylagune _  _ 

62-53-3  Aniline  _ _ _ _ 

108-95-2  Phenol _ 

1 1 144.4  '  bis(2-Chloroethyl)ether _ „ 

05-57-8  2-<7h1orophenol _ .. 

541-73-1  1,3-Dichlorobenzene _ _ 

106- 46-7  1,4-Divhlorobcnxene _ 

100-51-6  Benzyl  alcohol _ _ 

95-50-1  1 ,2-Dichlorobeozene  _ 

05-48-7  2-Methylphenol _ 

108-60-1  bis(2-chloroisopropyl)fether _ _ 

107- 44-5  4-Mothyl  phenol _ _ 

621-64-7  n-Nitroso-di-n-propylamine _ _ 

67- 72-1  Hexachloroethane _ 

98-95-3  Nitrobenzene _ _ 

78-95-1  Isophorone  _ 

68- 75-S  2  Nitrbphenol _ _ 

105- 67-9  2.4-Dimethylphenol _ 

111-91-1  bis(2-Chloromhoxy)metbflne 

65-85-0  Benzoic  acid _ 

120-83-2  2,4-Dichlorophenol  _ _ 

120-82-1  1 ,2,4-Triehlofoben7Pne 

91-20-3  Naphthalene  _ _ 

106- 47-8  4-Chloroanlllne _ 


87-68-3  Hexachlorobutadiene _ _ 

59-50-7  4-Chloro-3-methylphenol _ 

91-57-6  2-Methylnaphtfialena 


77-47-4  Hexachlorocyclopentadiene _ _ 

88-06-2  2,4,6-Tricblorophcnol _ 


95-954  2,4,5-Trichlorophenol _ _ 

91-58-7  2-Chloronaphthalene  _ , 

88-74-4  2-Nitfoaniline  _ _ _ _ 


131- 11-3  Dimethyiphthalate _ 

208-96-8  Acenaphthylene _ _ _ 

606-20-2  2,6-Dinitrotoluene  _ 

S9-09-2  3-Nitroaniline _ _ _ _ 

83-32-9  Acenaphthme _ _ _ _ 

51-28-5  2,4-Dmitrophenol _ _ _ 

132- 64-9  Dibenzofuran _ _ _ _ 

U=  Result  below  PQL  (Practical  Quantitation  Limit) 
B  =  Analyte  found  in  associated  Method  Blank 


ELVT5012 

94-1408 

4/1/94 

4/13/94 


Result  (ppb) 
U 
u 
u 
u 
u 
u 
u 
u 
u 
u 
u 
u 
u 
u 
u 
u 
u 
u 
u 
u 
u 
u 
u 
u 
u 


u 

u 

u 

u 

u 

u 

u 

u 

u 

u 

u 

_ u_ 

u 

u 


Sa  No.:  194-1408 


Analyst: 

Method: 

Dilution: 

Units: 


PQL  (ppb) 
5.0 
10 
10 
5.0 
10 
5.0 
S.O 
10 
5.0 
10 
5.0 
10 
5.0 
5.0 
5.0 
6.0 
10 
10 
5.0 
25 
10 
5.0 
5.0 
10 
5. 


10 
5.0 
5.0  " 
10 
10 
3.0 
10 


DWR 

sw  846  8270 


Q=  Data  Qualifier 
Estimated  Value 


continued  next  page . . . 


H  P  R  —  21—  S'  -4 


THU 


P  .  1  0 


1  3  :  1 


ATL-Bnvironmenta /  Laboratories 


Page  2  of  2 


Analytical  Report 


Cmni-Vitlatile Pnoritv Pollutant  Organicsby  GC/MS 


Client: 

Clt,  Job  No.r 
Clt.  Sa.  No.: 

Matrix: 

Comments: 


EA  Engineering 
60343-04  (PAFB) 
SW-08-02 
Water 


AIL  Job  No. J 
ATL  Sample  No.: 
Date  Received : 
Date  Analysed : 


C.A.S  No.  Analyte  — 

100-02-7  4-Nitrophenol _ _ _ _ 

121- 14-2  2,4-Diuitrotoluene _ _ _ 

84-66-2  Diethylphthalate  _ _ _ 

~700S.72-3  4-Chlorophenyl-phenyIether _ _ 

66-73-7  Fluorene  _ _ _ ... 

100-01-6  4-Nitroanilioc _ - 

534-52-1  4,6-Diaitro-2-methylphenol  _ 

86-30-6  n-Nitrosodiphenylamine _ _ 

122- 66-7  1,2-Diphenylhydrazine 

4-Broxaophenyl-pbenylether 

118-74-1  Hexachlorobenzeae _ 

87  86-5  Pantachlorophenol _ 


85-01-8  Phenanthrenc  _ 

120-12-7  Anthracene _ _ 

Di-a-butylphtbahte _ _ 

206- 44-0  Pyrene  _ _ _ _ 

120-00-0  Fluoranthene 

92-87-5  Benzidine  _ 

85-68-7  Butylbenzylphthalate  _ 

91-94-1  3(3’-Dichloroben2iciine 

56-55-3  Benzo[alanthracene _ 

117-81-7  bis(2-Ethylhexyl1phthalate 

218-01-9  Chrysene _ _ _ _ 

117-84-0  Di-n-octylphtbalatc 

205-99-2  Benzofblfluorantbens  _ _ 

207- 08-9  BenzoPclfluoranthene  _ 

50-32-8  Benzotalpyrene  _ 

193  -39-5  lndanol  1 ,2,3  -cd]pyrene  _ 

53-70-3  Dibeoz(a,h]aathracene  _ 

191-24-2  Beazofe.h.ilperylene _ _ 

U=  Result  below  PQL  (Practical  Quantitation  Limit) 
B=  Analyte  found  in  associated  Method  Blank 


Sumaate 

2-Fluorophenol 

Phenol-d5 

Nitrobenzene-d5 

2-Fluorobiphenyl 

2 ,4,6-T  ribromophenol 
Terphenyl-dl4 


101-55-3 


118-74-1 
87  86-5 


84-74-2 


206- 44-0 
129-00-0 

92-87-5 

85-68-7 

91-94-1 

56-S5-3 

117-81-7 

218-01-9 

117-84-0 

205-99-2 

207- 08-9 
50-32-8 

193-39-5 

53-70-3 

191-24-2 


ELVT5012 

94-1408 

4/1/94 

4/13/94 


Result  (ppb) 

u  ,>  T~ 

u 

u 

u 

u 

u 

u 

u 

u 


Mss 

46 

22 

70 


Sa  No.:  194-1408 


Analyst: 

Method: 

Dilution: 

Units: 


PQL  (ppb) 
20 
5.0 
5.0 
5.0 
5-0 
10 


20 

5.0 

s.o 

5.0 


S.O 

20 

5.0 

S.O 

5.0 

S.O 

5.0 

25 

5.0 

10 

5.0 

5,0 

S.O 

SO 

5.0 

5.0 

5.0 

5.0 

5.0 

5.0 


DWR 

sw  846  8270 


Limits 
21-100 
10-  94 
35-114 
43-116 
10-123 
33  141 


Data  Qualifier 
Estimated  Value 


AIL-ENVIRONMENTAL  LABORATORIES 

Report  Number:  VT501 2A-04-94 

Client  Name:  EA  Engineering,  Science  and  Technology 

ATL  Accession  Number:  94-1408 

Client  Sample  ID:  SW-08-02 

EPA  601  Results 


Date  Analyzed:  04/06/94 

-  ssa 

Compound 

Result 

Qig/L) 

Compound 

Result  :  I 

(ag/*-)  1 

IMrT11 — r . 

<0.5 

1,2-DRhloropropaoe 

— i-i 

\^.ni  QiOITlwl'UcLlik' 

Brc  rnorocth&ns 

<0.5 

ds- 1 ,3-Dichloropropcne 

<0.5 

4 

Dichlorodifluoromelhane 

<0.5 

Trichloroethone 

21.8 

Vlnvl  Thl Gride 

7.6  1 

Dibromochloromethane 

<0.5 

Chloroclhane 

<0.5 

1,1,2-Trichloroethanc 

<0.5 

Methylene  Chloride 

<0.5 

trans- 1,3-Dichloropropene 

<0.5 

Trichloronuoromcthanc 

<0.5 

2-Chloroethylvinyl  ether 

<0.5 

1,1-Dichloroethenc 

<0.5 

Dromoform 

<0.5 

1,1-Dichlorocthane 

<0.5 

1,1 ,2,2-TatracHorocthane 

<0.5 

traris- 1  ,2-Diclilorocthcnc 

<0.5 

Tetrachlorocthcne 

<0.5  _ 

Chloroform 

<0.5 

Chlorobenzene 

<0.5 

1,2'Dichlorocihane 

<0.5 

U-Dichlorobcnzcnc 

<0.5 

— 

1 , 1 , 1  -Trichl  oroethar.c 

<0.5 

1 ,2-Dichlorobenzcne 

<0.5 

Carbon  Tetrachloride 

<0.5 

1,4-Dichlorobenzene 

<0.5 

1 

fl  ^romodichloromcthanc 

<0.5 

cis-U-Diohloroethcne 

29.6 

■j 

APPROVED  BYi^/h  '  ^ 
NYSDOH  ELAP  ID  10819 


DATE: 


.it  i  in  accckIu'106  with  wertfeitiwd  onnlyiicAt  methodoloilics.  The  full  extent  of  Any  find a!1 

DISCLAIMER.  AIIjmr,Pta8  «v.ces  «d  cr«»t  of  said  worfc  ATL  i.  notice  for  <HU  itfcq>««o> 

linhilily  fer  actual  and  coafteciuenuil  damages  fcrlhs  services  pciformcd  slum  oo  nmuwi  w  «*««»■*■ 

by  olhjis. 


P  P  R  —  IS  —  •=«*+  MON 


15:15 


P  .  0  5 


AIL-ENVIRONMENTAL  LABORA  TORIES 

Report  Number:  VT5012A-04-94 

Client  Name:  EA  Engineering,  Science  and  Technology 

ATL  Accession  Number:  94-1409 

Client  Sample  ID:  TB-24 

EPA  601  Results 


Date  Analyzed:  04/06/94  - 

-  irn 

| 

Result 

Result 

Compound 

<pg/L) 

Compound 

(jig/L) 

<0.5 

1 ,2-Dtchbropropane 

<0.5  ; 

1*411 0 1  oxn  ci  i  ifli  i  v 

Broiftoinethanc 

<0.5 

cis-1 ,3-Dichloropropcnc 

<0.5 

DicMo«><iifluorometharb? 

<0.5 

Trichloroclhene 

■  <0.5 

Vinyl  Chloride 

<0.5 

Dibromochloromcthanc 

<0.5 

Chloroethanc 

<0.5 

1 , 1 ,2-Tri  ehloroc  thane 

<0.5 

Methylene  Chloride 

<0.5 

trans- 1 ,3-Dichloropropcnc 

<0.3  ' 

Trichlorofluoromethane 

<0.5 

2-Chloroclhylvinyl  ether 

<0.5 

1 ,1 -Dichloroothene 

<0.3 

Brumofonn 

<0.5 

1,1-Dichloroeihane 

<0.5 

1 , 1 ,2,2-TctrachIoroetlianc 

<0.5 

trans- 1  ,2-Dichlorocthcnc 

<0.5 

Tcirachlorocthcnc 

<0,5 

CHlomfonn 

<0.5 

Chlorobenzene 

<0.5 

1 ,2-Dichloroethane 

<0.5 

l,3-Dichlorobcn7enc 

<0.5 

1,1,1-Trichlorocthane 

<0.5 

1 ,2-Dicblorobcnzcne 

<0.5 

Carbon  Tetrachloride 

<0.5 

<0.5 

Bromodichloromcthane 

<0.5 

1  cis-U2-Diclilorocthcnc 

<0'5  —  ■■ 

APPROVED  B' 

NYSDOH  ELAP  ID’  10819 


{r/h.&Ur v 


DA’IT 


'I  E: 


DISCLAIMER:  All  sampling  sctviees  and  annlytlcul  picture,  ore  p*tan*d  to  acwrdnaea  wiih  mcogniaxl  awMed  ’a rtM»We  tate^teaion 

S«ty  fix  actual  and  conrcL^l  damage,  for  the  service,  performed  shall  be  limited  to  «p«rfomumco  or  cost  of  smd  work.  A 11 »  not  liable  for  <*lu  «mp 

by  others. 


R  - 


A  R  R  —  1  3  —  *=*  -4 


ATI-ENVIRONMENTAL  LABORA TUKW3 


ATL  PROJECT  NO.:  VT5012A-04-94 
CLIENT:  EA  Engineering,  Science  &  Technology 
EPA  602  Results 


APPROVED  J _  DATE: - — - - 

NYSDOII-EI.AP  NO.  10819 

DISCLAIM  Ail  •m*,'  «vi«  jnmliira  «  ptod  I.  *«*!»  “ 

«u*t  Of  any  and  nil  liability  for  ncU.nl  and  CCWoqucmUl  damp*  ft*  (be  perfurmod  Mi  U  to 

WorL  ATL  is  not  liable  for  duta  interpretation  by  ctlicrs. 


A  TL-ENVIRONMENTAL  LABORA  TORIES 

•  '  ■) 

ATL  REPORT  NO.;  VT5012A-04-94 

CLIENT  NAME:  EA  Engineering,  Science  and  Technology 


ATL  Accession 

Number 

Client’s  ID 

of  Sample 

Parameter 

Result 

Date 

Analyzed 

94-1407 

TW-06-24 

Total  Phenols 

<0.005  mg/L 

04/06794 

Total  Suspended  Solitis 

2  rnfi/T.  ,  ' 

04/04/94 

Total  Dissolved  Solids 

379  mg/L  : 

04/07/94 

Ignitability 

129T 

04/05/94 

94.1410 

AC- 11-02 

Corrosivity 

8.98  S.U. 

04/05/94 

Percent  Solids 

32,1  % 

04/05/94 

APPROVED  -  DAT 

NYSDOH-ELAP  W 10819 

DISCLAIMER:  Allwrplir.g  services  and  gnalyticai  procedures  ure  pgrfvimod  in  accordance  with  recognized  »n»lyt«al  metHodologm*.  fhe  full 
extent  of  any  and  all  liability  foi  actual  and  comtcqucniial  danutge*  for  the  evicts  performed  shall  be  limited  to  ^performance  or  coal  of  said 
werk.  ATL  is  not  liable  for  data  intetpwU'Uon  by  others. 


0  2: 


HPR-:21-'?*4  THU 


13:15 


P  .  0  *4 


A TL-ENVIRONMENTAL  LABORATORIES 

ATL  PROJECT  NO.:  VT5012A-04-94 
CLIENT:  EA  Engineering,  Science  &  Technology 
TCLP  METALS  RESULTS 


ATL 

ACCESSION  # 

CLIENT’S  ID 

OF  SAMPLE 

parameter 

SPIKE 

RECOVERY 

RESULT 

•  :  •  1  : 

(mg/L) . 

DATE 

ANALYZED 

94-1410 

AC- 11-02 

Arsenic 

109.8  % 

<0.005 

04/12/94 

Barium 

105.8  % 

U 

04/13/94 

Cadmium 

101.7  % 

<0,02  ;  v 

04/20/94 

Chromium 

82.5  % 

i  1  <0.05 

04/20/94 

Lead 

91.5  % 

<0.2 ; 

04/19/94 

Mercury 

102.6  % 

;  0.003  v 

04/12/94 

Selenium 

92.0  % 

<0.005  ' 

04/20/94 

Silver 

112.2  % 

<0.01 

04/15/94  _ 

^  -  (La  aU 


■Av\  (ytyvA 


DATE 


APPROVED  BY:_ _ _ 

NYSDOH  ELAP  ID  10819 

DISCLAIMER:  All  ^4  ^'  «*  1^1^^  ®r  50*  of* id  ***’  ^ 

any  and  all  liability  for  utual  amt  cons^iueatial  duinugan  for  Uk  -*vic.  p> 


PPR  —  21-*?«4- 


THU 


13:20 


P  .  1  2 


A  TL-Environmental  Laboratories  ^ 

Analytical  Report  Sa  No.:  94-1410  TCLP^ 


ggnu-Voktile  TCLP  Organics  by  GC/MS 


Clieat: 

Clt.  Job  No.; 
Clt.  Sa.  No.: 
Mutrix: 
Comments: 


107-44-5  (3 + 4)-Methyiphenol 


EA  Engineering 
60343-04  (PAFB) 
AC-11-02 
TCLP  Extract 


ATL  Job  No.: 
ATL  Sample  No.: 
Date  Received : 
Date  Analyzed : 


ELVT5012 
94-1410  TCLP 
4/1/94 
4/15/94 


C.A.S  No.  TCLP  Analyte 


1 ,4-Dichlorobenzene 


2-Methylphenol 


Hexachloroethanc 


Nitrobenzene _ _ _ 

37-68-3  Hexachlorobutadiene 


88-06-2  2.4.6-Trichlorophenol 


95-9S-4  2,4,S-Trichloropbenol _ 

121-14-2  2,4-DinitrotolueiM _ 

118-74-1  Hexachlorobenzene _ 

87-86-5  Pentachlorophenol _ _ 

U-  Result  below  PQL  (Practical  Quantitation  Limit) 
B=  Analyte  found  in  associated  Method  Blank 


Analyst: 

Method: 

Dilution: 

Units: 


PQL  (ppb) 
5 


5 


DWK 

SW  846  8270 
10 

ug/L 


Q»  Data  Qualifier 
J=  Estimated  Value 


SUTrtgflttg 

2-Fluorophenol 

Phenol-d5 

Nitrohenzen6-d5 

2-Fluorobiphenyl 

2 ,4 ,6-Tribi  omophenol 

Terpkenyl-dl4 


%Rcc 

Limits 

13 

21-100 

11 

10-  94 

67 

35-114 

62 

43-116 

15 

10-123 

98 

33-141 

APR“21“9  4  THU 


13:2© 


p  . 


1  3 


A  TL-Environmentaf  Laboratories  — . 

Analytical  Report  St  No.:  [94-141  QMS  TCLP  J 


Semi- Volatile  TCLP  Organics  by  GC/MS  _ 

Client:  EA  Engineering  ATLJobNo.J 

Clt.  Job  No. :  60343-04  (PAFB)  ATL  Sample  No. : 

Clt.Sa.  No.:  AC-11-02  MS  Date  Received : 

Matrix:  TCLP  Extract  Date  Analyzed : 

Comments:  Matrix  Spike  @  S00ug/L. _ _ 


ELVT5012 
94-141 OMS  TCLP 
4/1/94 
4/15/94 


Matrix  Spike  Recovery  Sheet 
Analyst:  DWR 

Method:  SW  845  8270 

Dilution:  10 

Units;  ag/L 


C.A.S  No. 
110-86-1 


TCLP  Analyte 


Result  (ppb) 


Pyridine 


106-46-7  1 ,4-Dichlorobenzene 


290 


255 


%  REC 
■  :  58 


51 


95-48-7  2-Metbylphenol 


107-44-5  (3+4)-Methylpbenol 


67-72-1  Hexachlorocthaao 


98-95-3  Nitrobenzene 


187 


J85 


264 


349 


37 


37 


53 


70 


87-68-3  Hexachlorobutadiene 


88-06-2  2,4,6-Trichloi‘Ophenol 


95-95-4  2,4,5-Trichlorophenol 


121-14-2  2,4-Dinitrotoluene 


118-74-1  Hexachlorobenzene 
87-86-5  Pentachlorophenol  ~ 


U®  Result  below  PQL  (Practical  Quantitation  Limit) 
B=  Analyte  found  in  associated  Method  Blank 


310 


184 


222 


410 


461 


242 


62 


37 


44 


82 


92 


48 


Qn  Data  Qualifier 
J=  Estimated  Value 


Surrogate 

2-Fluorophenol 

Phenol-d5 

Nitrobeiw»ne-d5 

2-Fluorobiphenyl 

2,4,6-Tribromopheuol 

Terphenyl-dl4 


Limits 

16 

21-100 

12 

10-  94 

69 

35-114 

64 

43-116 

33 

10-123 

95 

33-141 

H  P  R  - 


—  9  *4  THU 


13:19 


p  - 


1  1 


A  TL - En  vironmenta!  Laboratories  * 

Analytical  Report  S*  No.;  MTHBLK835 


Semi-Volatile  TCLP  Organics  by  GC/MS 


Client: 

Clt.  Job  No.; 
Clt.  Sa.  No.: 
Matrix: 
Comments: 


EA  Engineering 
60343-04  (PAFB) 
TCLP BLANK 
TCLP  Extract 


ATL  JobNo.t 
ATL  Sample  No.: 
Date  Received : 
Date  Analyzed : 


ELVT5012 

MTHBLK83S 

NA 

4/15/94 


Analyst: 

Method: 

Dilution: 

Units: 


DWR 

sw  846  8270 
10 

ug/L 


C.A.S  No. 
110-86-1 
106-46-7 

TCLP  Analyte 

Pyridine 

1,4-Dichlorobenzene 

Result  (ppb) 

U 

U 

PQL(ppb)  y 

50 

50 

95-48-7 

107-44-5 

2-Methylphenol 
(3  +4)-Methylphenol 

U 

U 

100 

100 

67-72-1 

98-95-3 

Hexachloroethanc 

Nitrobenzene 

u 

u 

}i  50 

50 

87-68-3 

Hexachlorobutadiene 

u 

50 

38-06-2 

2,4,6-Trichlorophenol 

u 

100 

95-95-4 

2, 4, 5-Trichlorophenol 

u 

100 

121-14-2 

2»4  Dinittoioluftne 

u 

50  >!  ■  ' 

118-74-1 

Hexachlorobenzene 

u 

50 

87-86-5 

Pentachlorophenol 

u 

200 

U=»  Result  below  PQL  (Practical  Quantitation  Limit)  Q=  DaU  Qualifier 

B=  Analyte  found  in  associated  Method  Blank  Estimated  Value 


Surrogates 

&Rcc 

Limits 

2-Fluorophenol 

51 

21-100 

Pbenol-d5 

26 

10-  94 

N  itrohen  zene-d5 

62 

35-114 

2-Fluorobiphenyl 

56 

43-116 

2 , 4 ,6-Tribrymu  pUeool 

84 

10-123 

Terphenyl-dl4 

96 

33-141 

PPR-21—  ‘£h-4  THU 


13:21 


P  - 


1  4 


ATL-Envlronmental  Laboratories  _ _ 

Analytical  Report  Sa.  No.?  BLANK 


Volatile  TCLP  Organics  by  GC/MS  Purge  and  Trap 


Client: 

Clt.  Job  No.: 
Clt  Sa.  No.: 
Mutrix: 
Comments: 


EA  Engineering 
60343.04 
TCLP  Blank 
TCLP  Extract 


ATL  Job  No,: 
ATL  Sample  No. 
Date  Received t 
Date  Analyzed: 


C.A.SNo^  TCLP  Analyte _ _ 


Vinyl  Chloride 


1,1-Dichloroetheae 


Chloroform 


436-2  1,2-Dichloroethane 


2-8utanono 


_ 56-23-5  Carbon  Tetrachloride  _ _ 

71-43-2  Benzene 

79-01-6  Trichloroethene _ 

127-184  Tctrachloroethene  _ _ 

108-90-7  Chlorobenzene _ _ _ _ 

U=  Result  below  PQL  (Practical  Quantitation  Limit) 
B=  Analyte  found  in  associated  Method  Blank 


ELVT5012 

BLANK 

4/1/94 

4/11/94 


Result  (ppb) 


Analyst: 

Method: 

Dilution: 

Units: 


PQMi 


JMA 

SW  846  8240 
1 

ug/L 


Qs  Data  Qualifier 
JB  Estimated  Value 


1 ,2-Dichloroethane-d4 

Toluene-d8 

Bromofluorobenzene 


%Rec 

126 

103 

97 


iimiis 

76-114 

88-110 

86-115 


HP  R  —  2  1  —  ^  -4  THU 


P  - 


1  5 


13  :  2  ^ 


A  TL-Environmental  Laboratories  ^ 

Analytical  Report  Sa.  No.:  94-1410 


Volatile  TCLP  Organics  by  GC/MS  Puree  and  Trap 


Client: 

CIt.  Job  No.: 
CU.  Sa.  No.: 
Matrix: 

Comments: 


EA  Engineering 
(50343.04 
Activated  carbon 
TCLP  Extract 


ATL  Job  No.:  ELVT5012 

ATL  Sample  No.  i  9-1-1410 

Date  Received :  4/1/94 

Date  Analyzed:  4/11/94 


C.  A.S  No.  TCLP  Analyte _ 


75-014  Vinyl  Chloride _ 


75-354  1,1-Dichloroethene _ 


6740-3  Chloroform _ _ _ 


107-06-2  1,2-PichIoroethane _ _ _ 

78-93-3  2-Butanone _ 


Carbon  Tetrachloride  _ _ 


_  Benzene  _ _ _ _ 

79-01-6  Trichloroethene _ _ _ _ 

127-184  Tetrachloroetheae _ 

108-90-7  Chlombeazeae 
U=  Result  below  PQL  (Practical  Quantitation  Limit) 
B  -  Analyte  found  in  associated  Method  Blank 


Result  (ppb) 


U 


U 


U 

U 

20.4 

U 


u 


u _ 

u 

u 


Analyst: 

Method: 

Dilution: 

Units: 


PQL  (POb) 


JMA 

SW  846  8240 

1 

ug/L 


Q=  Data  Qualifier 
Estimated  Value 


1 ,2-Dichloroethane-d4 

Toluene-d8 

Bromofluorobenzene 


113 

105 

98 


Limits 

76-114 

88-110 

86-115 


ARR-2  1  "94 


THU 


P  - 


1  6 


ATL-EnvIronmental  Laboratories  _ 

Analytical  Report  Sa.  No.!  |94-1410  PUP 


Volatile  TCLP  Organics  by  GC/MS  Purge  and  Tra 


Client: 

CW.  Job  No.: 


EA  Engineering 
60343.04 


Cl(.  Sa.  No.:  Activated  carbon 


Matrix: 

Comments! 


TCLP  Extract 
Duplicate 


ATL  Job  No.: 
ATL  Sample  No. 
Date  Received : 
Date  Analyzed: 


C.A.S  No.  TCLP  Analyte _ 


75-01-4  Vinyl  Chlonde _ _ 

75-354  1,1-Dichloroethene _ _ 

67-66-3  Chloroform _ 


107-06-2  1,2-Dichloroethane _ 

78-93-3  2-Buiauone _ 


56-23-5  Carbon  Tetrachloride  _ 

7143-2  Benzene 


70-0 1  -6  Trichloroetheac _ 

127-184  Tetrachloroethene _ 

108-90-7  Chlorobenzene _ _____ 

U»  Result  below  PQL  (Practical  Quantitation  Limit) 
B  —  Analyte  found  in  associated  Method  Blank 


ELVT5012 
94-1410  DTJP 
4/1/94 
4/11/94 


Result  (ppb) 
U 
U 
U 


U 

17-9 


U 

U 


u 


u 

u 


Analyst: 

Method: 

Dilution: 

Units! 


PQL  (ppb) 


JMA 

SW  846  8240 

1 

ug/L 


Q=  Data  Qualifier 
Jam  Estimated  Value 


1 ,2-Dichloroethane-d4 

Toluene-dS 

Bromofluorobenzene 


61 

100 

109 


Limits 

76-114 

88-110 

86-115 


HR  R  —  2  1  —  -4 


THU 


13:23 


P  -  1  T 


ATL-Envlronmental  Laboratories 

Analytical  Report 


194-1410  SPIKE 


Volatile  TCLP  Organics  by  GC/MS  Purge  and  Trap 


Client: 

Clt.  Job  No.: 
Clt.  Sa.  No.: 

Matrix; 
Comments: _ 


EA  ENGINEERING 
60343.04 
Activated  carbon 
TCLP  Extract 
Matrix  Spike  SO  ug/L 


ATL  Job  No.: 
ATL  Sample  No.: 
Date  Received : 
Date  Analyzed: 


J1A.S  No.  TCLP  Analyte 

75-01-4  Vinyl  Chloride  _  . 

75-35-4  I  >  1  -Pichloroothene _ 

67-66-3  Chloroform _ _ _ _ 

107- 06-2  1,2-Djchloroetbane _ _ 

78- 93-3  2-Butenone _ _ _ 

56-23-5  Carbon  Tetrachloride _ 

71-43-2  Benzene _ _ _ 

79- 01-6  Trichloroethene _  .. 

127-18-4  Tetrachlorocthenc  ... 

108- 90-7  Chlorobenzene _ 

U-  Result  below  PQL  (Practical  Quantitation  Limit) 
B—  Analyte  found  in  associated  Method  Blank 


ELYTS012 
94-1410  SPIKE 
4/1/94 
4/11/94 


Sa.  No.: 


Matrix  Spike  Recovery  Sheet 

Analyst:  JMA 

Method:  SW  846  8240 

Dilution:  1  ^ 

Units:  ug/L 


Result  (ppb) 

%Reo 

U 

NA 

61 

121 

U 

i NA  ' ' 

U 

■  NA 

23 

NA 

U 

i :  : ' NA  ' 

52 

!  :•  104 

49 

: 97 

U 

NA 

52 

104 

Q=  Data  Qualifier 
J=  Estimated  Value 


1 ,2-Dichloroethane-d4 

Toluene-dR 

Bromofluorobenzene 


%Rec 

127 

105 

96 


Limits 

76-114 

88-110 

86-115 


